NDO PUBLISHIN ATERNOS 


q India, Persia, &e.), 23s. 10d.—Naw Youu: D. Van 23, Murray Street, and 27, Warren Street. 
il Madame Vauvs J. Borvaav, Bue de in angus. Beau: A. & ‘ 


JOHNSON PHILLIPS, 


ENGINEERS AND ELECTRICIANS. 
OFFICES :—44, UNION COURT, OLD BROAD STREET, LONDON, EC.  WORKS:—CHARLTON, KENT, 
TELEGRAPHIC ADDRESS:--"JUNO” LONDON. 
TELEPHONE No. 1010. PRIVATE WIRE, CITY OFFIONS TO WORES. 


Manufacturers of all Tel Appliances, Materials, and Machinery for Making, Laying and Maintaining 
Submarine bles, and Contractors for Underground and Aërial Telegraphs. 


“Sole Makers of Trott & Hamilton's Patent Grapnel Rope and Trott & Kingsford's Patent Indicating Grapnels. 


Cable Tanks, Picking-up and Paying-out coche? à , Dynamometers, Bow and Stern Gear, Steam 
Hand Hauling Gears, Rope Fitting ble Drums, Splicing and Jointing Tools, &c., &c. 


Steam and Hand Wire Sounding Machines for Deep and Shallow Water. 


All Apparatus and Material used in the Construction, Maintenance, and Working of LAND LINES, viz, ;— 
POLES—Wrought Iron or Composite Poles for Telegraph, Telephone, and Electric Light purposes.. House-Top Poles and Fittings. 
INSULATORS—Johnson & Phillips Patent Fluid Insulators, and all kinds of the ordinary form in Porcelain and Brown Ware. 
WIRE--Iron and Steel Wire, Galvanized, Plain, or Stranded. Insulated Wires of every description. — 

BATTERIES—Sole Makers of Higgins’ Patent Bichromate Batteries, Leclanché,&c. Zinc and Carbon Plates. 
INSTRUMENTS.—Morse, Needle, Bells, Galvanometers, and other Testing Instruments. 


Makers of Underground, Aérial, Torpedo, and Field Cables, with Single or M ultiple Cores, 


Insulated Copper Wires in Vulcanized India-rubber, G.P., Silk and Cotton; taped or braided. 


Lightning Conductors of the aul approved types. 


Carbons, Switches, &., &c. LIGHTING. 


 BROCKIE- PELL ARC LAMP. 


For ALTERNATING or CONTINUOUS currents. 
For PARALLEL or SERIES working, 
a 1 SINGLE CARBON LAMPS, 16 HOURS; DOUBLE 82 HOURS. 


for immediate 


PROFESSOR GEO. FORBES — | 
“MUST PLEASE THE most CRITICAL EYE. 
PROFESSOR 8. P. THOMPSON :— _ Mr. LANT CARPENTER :-— 


“UNIQUE.” BEST.” 
Mr. W. H. PREECE, F.BS. + 


“ONE or THE LATEST AND eer 


In use by Home, Colonial, and Foreign Governments ; Donation : aul Societies : ; | 
5 Docks ; Wharves ; Mines; Factories ; Steamships ; Theatres; Restaurants ; Photographers, &c. ss. 


Iron and Steel Telegr a 4 pd Grapnels, both Patent and Ordinary ; Centipedes; Creepers, Mushrooms, Sinkers, 


Machinery Designed and PAS GER for the Complete Equipment of Telegraph Cablé Factories and Vessels. 


Makers of Dynamos, Lamps, Cables, ELECTRIC Stock of Cables, Carbons, &e., kept ready 
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SILVER MEDAL, INTERNATIONAL — ELECTRIC EXHIBITION, 1882. 


international Inventions Exhibition, 1855, GOLD MEDAL tor Machinery, SILVER MEDAL. for Cables and Wires | 


MANUFACTURERS 
(By Patent Proersses | 


MANUFACTURERS § 


Double Concentri¢” Ele. 


Ship Work. 
All classes of Aerial and 
Wire for the various Special Anti-Induction 
Systems. Cables for the Telephone, 


sa ie arts BY PATENT PROCESSES, OF GLOVER'S PATENT COVERED IRON WIRE FOR AERIAL LINES. 


Glover’s Patent Covered High-Conduetivity Copper Wire for Aérial Lines, | 
Glover's Patent Covered Gutta-Percha Wire for Leading-in, Tunnel, and Underground Work, 
| THOROUGHLY INSULATED ANTI-INDUCTION TELEPHONE UP TO ONE WIRES, 
WALTER T. GLOVER & co} 
Glectrical Wire and Cable Makers, 
| SALFORD, MANCHESTER. |. sms 
Bridgewater Street Iron Works. | 4g 
| WORKS —{ Salford Electric Wire Works. | }sasronn 4 
: Springfeld Lane Cable Works. | 4 
LONDON: 10, HATTON GARDEN, E. c. 4 
| STRENGTH.” | QUICK: DELIY 
19 ORDERS THe 
GOVERNMENT 
Driving the electric 
machinery at the 
BANK of ENGLAND, 
| ROYAL MINT, 
CRYSTAL PALACE, 
PAVILION, 
and. other large 
places. 


: “Stocks ready for immediate delivery. 1 
LONDON R. OKES, 39, Queen Victoria Street.  GLASGOW:—J. DoxALD & Son, 42, Nereet. 


AMPORTANT NOTICE.-In our Pulleys simplicity is the great feature. and only the best branded iron is used in their manuf 


_ ture and first-class workmanship: Wealways keep a very large‘stock of Pulleys and Mill Gearing, so that most orders for ordinary 4e 


can be fulfilled from stogk,and when not in stock our special machinery enables us to deliver very quickly. Our Mill Gearing is on the, 


Te “UNBREAKABLE”” ” Purtey Co, Oapen ST, ST, Mancies 


BATH A. ©. WHLIS & CO. 


Light Cables 


THE ONLY FIRM os: AGENTS in every centre of uns holding arf 
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RANSOMES, SIMS & “JEFFERIES, Lo, 


UFACTUREERS OF 


Noted for of Speed and Economy of Fuel. | 253 


| | WORKS, W I STREET, LON ON. 


| CALEDONIA WORKS, HALIFAX. 
Contractors to Der Majesty's Government & Railway 


BEST RHFINHD THLEPHONH WIRE. 
| PATENT GALVANISED TELEGRAPH WIRE. 


100 Ib. COILS, HIGH CONDUCTIVITY. 
dona’ WIRE, TO ALL SPECIFICATIONS. 


COPPER WIRE, hard "OFFER WIRE, al sie lengths. COPPER WIRE and TAPE for 


TEEL STRAND for Mechsalcal Telephones. 


F. WIGGINS & SONS, LONDON, M | C A. 
NEW AND CHEAP PATENT LAW. 


PATENT oFFice. | Wm. M. FOXCROFT 


Manufacturers of Mica Goods for Philosophical and ALL purposes. 
GOVERNMENT. 


CONTRACTORS TO HER MAJESTY’S 


IL ON DO N. 36, PEROIVAL STREET AND 9, SMITH STREET, | 

Pamphlet of Costs Gratis. 
practice with | Lock and Block, Single Needle, Bell, 
|. Photometer, Telephone Cases, Battery Boxes, &c., &c. 


Protection 9 months | 
(4 years PRIZE MEDALS, LONDON, 188; PARIS, an 201 


816 16s. 3184 


IYORY ._ LETTERING BY PATENTED PROCESS. 


tas Tes! PERMANENT PERFECT LETTERING ON IVORY 


X wie FOR ALL SCIENTIFIC AND MERCANTILE PURPOSES. | X 


Labels. | Supplied to H:M. Government Offices, and the Principal Electric, Telegraph, 
Telephone, and Gas Engineers and Railway Companies in the Kingdom. 
IVORY 


Tablets. The ENDOLITHIC IVORY Co. Pomona Buildings, Fore aM, B.C. 


Lettered & Figured} (Adjoining Moorgate Street 
for all purposes. | Telephone wa.’ 22. 


MILES ALREADY RUN 


DAILY AVERAGE, 


300 miles. 


Running on the Barking Rd., E., for the 


NORTH METROPOLITAN 


CARS. TRAMWAYS CO, Lo. | 


Every one should see these Cars. Certain to supplant horse 
and every other form of traction. Full Particulars 
from the SECRETARY, 


iii _ 


166. FLEET STREET. | Telegraph and Telephone Case Manufacturer, 


ve 
MAS À 2.22. 2.2. 
| 
| 
L 
| | IER | 
| - | 
(PATENT AGENT. | Successor to the late W. Foncroft, also F. Lucas), 
| | 1166 | 
FLEET 
PATI 
| 
| 
il : | 
— 
| 
| | 
| | | 
| 
CTRIC TRACTION Co., Ld., New Broad St. House, LONDON, B.C. 
À 
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LINCOLN & LONDO 


20, BuDGE Row, 
CANNON STREET 


LATION 
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LONDO 


N 
OF INSTAL 
PWITH THE UTMOST ER 
ECONOMY IN FUEL 


“COMPOUND ENGINE, BO.LER ABOVE, OR BY SIDE. 


4 


CRE DEP OL 

| . 


ANNON ST 


SST 


O BUDGE ROW 


MANUFACTURERS OF > 


CORNISH & LANCASHIRE BOILERS, WITH WELDED AND FLANGED FLUES 
; LOCOMOTIVE, CYLINDRICAL & VERTICAL TUBULAR BOILERS 


FOR HIGH WORKING PRESSURES. 
SPECIAL DESIGNS FOR RESTRICTED GROUND SPACE. 
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SLATE SWITCHES} 5ampere- - 2s. 44 each. 


NO WORKING UNDER THE BASE. 


No. 1954. 


APPLETON, BURBEY & WILLIAMSON, 91, Queen Vieroni STREET, LONDON. | 


ERNEST SCOTT CO, 


NEWCASTLE-ON-TYNE, 


ELECTRICAL, AND GENERAL ENGINEERS, 
TYN E DYNAMOS, 


_ TYNE ARC LAMPS, 
TYNE TRANSFORMERS. =. 


Com lete Installations erected by experienced men at - — ne 7 
home and abroad. EE 
SPECIAL TERMS TO THE TRADE. 


Complete Catalogue on application, | 
3311 


SUNBEAM LAMP 


LIMITED, 


GATESKHEAD-ON-TYINE. 
wee INFRINGE No 


SOLE MAKERS THE WHOLE OF THE 
OF FIVE 
NEWCASTLE 
INCANDESCENT EXHIBITION 
Were Lighted with 
AMPS SUNBEAM 
PRICES AND PARTICULARS \ 
ON APPLICATION. LAM ‘MPS, 


Telegraphic Address: 


SILVER MEDAL 


1,000 CP. awanp, 


LOW ALT CE. 


3123 
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THE TELEGRAPHIC 


U, 


EX A. LE" A xz, 
SOLE MANUFACTURERS UNDER LICENCE 


or 
FLETCHER’S WATCHMAN’S TELL-TALE 
(A largely used by the L.& N. W. Railway and other Companies), 


THE BLAKEY-EMMOTT DYNAMO. 
WARBURTON AND CROSSLEY’S RELAY. 
EDMONDSON'S CALOULATING MACHINE, 

Silver Medal, Inventions Exhibition. 


| 


NT G A. INT DD. | 
MANUFACTURERS OF | 

. MAGNETO BELLS, SWITCH BOARDS, SWITCHES, 
ANNUNOIATORS, &c., 


BATTERIES OF ALL KINDS, 


Single Needle, Block and Morse Instruments, 
INSULATED WIRE, 


SEMAPHORE AND LIGHT REPEATERS, | 
ELECTRIC BELLS AND INDICATORS. sn. 


y | "MANUFACTURERS OF 


WORKS ABBEY MILLS CHEMICAL WORKS. STRATFORD £. 
 PENTREPOTH CHEMICAL WORKS. MORRISTON SWANSEA. 
OFFICES: I. FENCHURCH AVENUE. LOMDON. 


THOMAS BARRACLOUGH & CO. Ltd. 


Makers PD Be all the most Improved Machinery for Electric Wire ana 
Covering, Lapping, Taping, Braiding, ¥¢., 
ALSO FOR 
STRANDING AND MAKING COAX ESL. ESES OF EVERY SIZE AND DESCRIPTION. 


Globe Works, Rochdale Road, Manchester. 


1960 


ARTHUR B. GILL & Co., 
Glectric Light and General Engineers, 
4, BOMBAY STREET, BERMONDSEY, LONDON, S.E. 


Sole Makers of GILL’S PATENT MAIN SWITCHES, which are practically 
everlasting. No sparking on the actual contact pieces. These switches improve 
with using. Makers of the “GILL” DYNAMO AND MOTOR, which are un- 
equalled for cheapness and efficiency. SUPPLIERS OF ALL ELECTRICAL 
REQUISITES. LIBERAL TRADE TERMS. 

Telegraphic Address: 


“ TORQUE.” 2949 


CARBONS. 


H. & F. CHAMBERLAIN, 


Manufacturers of Pure Carbon: Points, Tubes, Filters, 
Cells and Battery Plates of every description. 


BARNSLEY. | 


Teleyraphic Address:—“CARBON BARNSLEY.” 


FINEST AMERICAN DYNAMO OIL 


(HOLMESDALE BRAND) 


ls. 9d. PER GALLON. 
JOHN FRENCH & CO. 


SOLE AGENTS, 
69, COMMERCIAL ST, LONDON, E. | 


3398 | 


L £1 105.0 £6 


PER INSTRUMENT. 


BRASS, GUN AL, 


PHOSPHOR BRONZE i 
CASTIN Gs 
ESTABLISHED IN & Oo = 5. 


METAL, 


J.&J. 


ALBION METAL WORKS, Ÿ 
WOODCOCK STREET, 
BIRMINGHAM. 


Telegrams: Birmingham. 


H. THORPE, 


69, THEOBALD’S ROAD, 
LON NDON. 


ELECTRICAL DEPARTMENT. 
Telephone Annuncigtora, Switches, Jacks, ] 
Galvanometers, Indicators, Bells, Relays, 

Magneto Generators, &c. . 


Builéer of any class of fine duiointe ma- 
chine work to drawing, model, or ganas. 
Manufacturer of improv Ww 
‘{Remingto ttern). Py Mill. 
ing, Screw ng, matic Machine 
Work a speciality 3 


Insulated Wire and Cables 
of every description for 
Electrical Instruments, 
Dynamo Machines, Electrie 
Bella, Telephones, Electric 
Lighting, &c. &c. 


UNITED WIRE. cod 


1750 a 


= bed 


Clerkenwell Green. E .C. 
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CAL REVIEW. 


— ITED. } 


Manufacturers of Ancandescent Glectric Lamy 


Of all Voltages and Candle-Powers. 


ALSO SUPERIOR ELECTRICAL FITTINGS AND INSTRUMENTS OF ALL KINDS. 
Quotations given for BEST WORK ONLY. 
PONDER’S END, MIDDLESEX. 
Show Rooms: 50, PARLIAMENT ST. LONDON, 
For all information apply to 


THE SHORETARY, 100, VICTORIA ST., LONDON, 8. Ww. | 


Telegraphic Addresses: “Ediswan,” London “ ” Ponder’s End. Telephone Ho. 3146. ET 


de. 


BAILEY'S 


SPEED INDICATOR 


FOR USE WITH — 


Electrical Installations and General Machinery. 


AS MANUFACTURED AND 
BY US FOR ALSO FOR MOST 
THE 
BRITISH ADMIRALTY _ CHIEF ELECTRICAL 
WAR VESSELS. =. HERE AND ABROAD. 
SOLE MAKERS, of | Diameter of Pulley, 4 in. Price £8, 


ALBION WORKS, 
SALFORD, 


LE H. BAILEY & CO. LTD, ‘MANGHESTER. 
|W. T. HENLEY'S TELEGRAPH WORKS 


COMPANY, LIMITED. 
Offices :—27, Martin’s Lane, Cannon Street, London z.C. 


TELEPHONE No. 1,784 WORKS :—NORTH WOOLWICH. 


Manufacturers of 
SUBMARINE CABLES, 
Patent Metallic Braiding, 
TELEPHONE CABLES. 


DYNAMO WIRE 
Silk Covered Wire, 
FLEXIBLE CORDS, | 
AND 202 


ELECTRIC LIGHT CABLES. 


| 
i 
= 
RO 
\ 
ks, 
ys, 
ze. | 
| 
| | 
| | | 
| 2 $e << | | 
0.) TELEGRAPH. | TORPEDO. | 
730 | | 


[January 17, 189 


BEST 


PHOSPHOR . BRONZE 
CASTINGS, 
Phosphor Bronze 

for Springs, Ropes, Screws, 
_ Sheets, &c. Bearings, Bushes, 
"and other wearing parts 
| 


and High Conductivity for Telephone 


BEWARE OF SPURIOUS IMITATIONS, FALSE REPRESENTATIONS, AND INFRINGEMENTS OF OUR PATENT RIGHTS. 


Wire of Great Tensile Strength 


APPLIED STEAM 


E. GREEN & SON, Ltd. . 
ae 14, ST. ANN’S SQUARE, 
MANCHESTER. 


IE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. | | 
| 
| 
Patent Silicium 
Bronze and Silicium Copper Fe 
À |. 
and Telegraph Lines & other | 
Electrical purposes. 
O 
a THE PHOSPHOR BRONZE CO, 2 
87, Sumner Street, London, S.E. A | ‘ 
| 
3116 
* | ‘ | | ( 
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to ali the ALT 
CONTRACTORS 


ILLUSTRATED LISTS FREE 


| at home and abroad.” 


AELECTRIC 


for all ordinary 


Brazenose St. 
MANCHESTER. ™ 


INDEX TO ADVERTISEMENTS. 


The names of Advertisers, whose announcements are ordered for a series, are entered under an 
Index free of charge ; but if repeated under other headings, 6d, per week serge ” 


J. Stiff & Sons (Boxes only) 


Are Holmes & Co. … 


Johnson & Phillips 


J. & W. Roper - Sup. 5 
Simplex... Sup. 15 
Statter & Co. “= 
Asbestos.— Bell’s Asbestos Co. 16, 17 


Auctioneers luers (Mechanical). 
Wheatley Kir Goulty Sup. 9 
Batteries. 
Indie-rubber, @. G.P. & Tel. Wks. Co. 


Johnson & ote 
Telegraph Mfg. Sup. 2 
Battery Jars. 


J. urne & Son … eee oo : 25 
Price, Sons & Cu., eee eee eee 
J. Stiff & Sons eee eee 


Genl. Elec. a G. Binswanger.) Sup. 8 

Sheppard, Allarton & Madeley ... 
Belting.— Webb & Son eee 
Boilers.—Baboock & Wilcox Co. we 
Books. 


Berly’s Electrical Directory Sup. 11 
Alabaster, Gatehouse & Co.’s List sup. 6 
Practical Electrical Notes Sup. 10 
Cabinet Work.—Eclipse Works ... 12 
6 
. . ug CB see eee 
hor Bronse Co. 


Chemicals. 
S. G. Bailey & Co. eee one 
F. W. Berk & Co. ... A — 
Boor & Co. ... ale ‘28 


Dynamos.— Bolling & Lowe :. Sup. 14 
Gülcher Electric Light & P. Co. 13 


. J. H. Holmes & Co. — 
Johnson & Phillips ... ose 
Laurence, Paris & Scott 
J. & W. Roper 
F. H. Royce & Co. … Sup. 9 
Stanley & Davies ... eve ie 
J. G. tatter & Co. eee eee 15 

Ebonite. 
Harburg India Rubber Comb Cc. Sup. 9 
D. Moseley & Sons... PAS 
North British Rubber Co. : .… 13 
Electrical Engineers and a 
Acme Electric Works ‘ 1 


pleton, Burbey & oe D 

Blakey, ates | & Co., Ltd. eee 6 
Booth, Ellson & Co. 
Callender’s Bitumen Tel. te, Oh. se 11 
Charlesworth, Hall & Co. . 14 


Crompton & Uo. eee eee Sup. 16 
Drake & Gorham ... Sup. 10 
Electric Traction Co. 
Elliott Bros, 2 
W. T. Goolden & Co. oa 5 


Sup. 
India-rubber & Telegraph Works Uo.20 
Johnson & Philli 


Laing, Wharton & Down... Sup. 4 
| Paris & Scott . 
an e Madgen eee . 

Paterson & Cooper ses 27 
Rashleigh Phipps ‘Dawson 10 
Poole & White 
Keid bros. … ooo 22 
Ernest Scott & Co. wo. 
Stephens, Smith & Co. eee Sup. 13 
Swinburne & Co. ... 

Telegraph Mfg. Co. coe Sup. 2 


Electrical Engineers, &e.—Cont. “Paar 
Western Electric Company Sup. 16 
Westinghouse Electric Co. eg 16 
Woodhuuse & kawson United ... 11 


Electric Light. 
Anglo-American Brush 10 & Sup. 3 
Bernstein Electric Lam we an 


Edmundsons, Limited ( wan) Sup. 5 
India-Rubber,G. P.&T'el. Wks.Cu. 1 
Johnson & Phillips .. ove 1 
Laurence, Paris & Scott . 


Maxim-Weston Electric Co. a 


Thomson-Houston ... coe Sup. 4 
lo-American Brush Corp. 10 & Sup.3 
H. & F. Chamberlain 6 
Genl. Elec. Co., Ld. (G. Binswanger.) Sup. 8 
Globe Carbon Co. eee eee eee 
Johnson & Phillips 
Lacombe & Co. eee eee Sup. 2 
Woodhouse & Rawson United ... 11 
Electric Light Fittings. 
Appleton, Burbey & Williamson... 5 
Dorman & Smith eee eee eee 9 
Faraday & Son 10 
Genl. Elec. Co., Ld. (6. Binswanger.) Sup. 8 


Electric Carbons. 


B. Verit & Sons eee eee CR 
Walsall Electrical Co. eee one 
Aspinall & Co. . 


Endolithic Ivory. 
Endolithic Ivory Company we «CS 
Engines for Electric Light. 
W. H. Bailey & Co. 
Davey, Paxman & Co. … 
Greenwood and Batley eee 
Marshall, Sons & Co. eee eee 15 
Priestman’ s Oil Engi , see 


Sims & 
. Robey & Co. 
. Ruston, Proctor & Co. 


ose 


Fibre.—David Moseley & Sons 
Fire Insurance. 

Phenix Fire Office eee 
Fuel Economisers. 

E. Green & Son 
Glass Manufacturers. 

Genl. Elec. Co., Ld. (G. Binswanger.) Sup. 8 


Incandesc. ace Lam 


Sup. 15 


Edison & Swan nited E. L. Co. 7 
Sunbeam Lamp Co. hais D 
Woodhouse & Rawson United ... 11 


India-Rubber. 
India Rubber, G.P.&Tel. Wks. ™ 20 
D. Moseley & Sons eee oe 


Son ee 18 


Telegraph Mfg. ° eee Sup. 2 
Lubricants. 

J. French &.Co 

W. H. Willcox & Co. 
Magnet Steel.—G. P. Wall . Sup. 13 


Electricians. 


Dorman & Smith ... 
Elliott Bros. Sup. 2 
Fowler, Lancaster & Co. . Sup. 13 
J. 7, Gent & Co. eee eee Sup. 14 


A. B. Gill& Co. ... 
King, Mendham & Co. ... Sup. 13 
Laurence, Paris & Scott ... “a 10 
Je Orme & Co. eee eee 


Telegraph Mfg. Co. oe Sup. 2 


Sup. 5 


Taylor, Tunnicliff & Co. 
Wood & Co. 


J. F. & G. Harris 
Vigers 


Sup. 
& Rawson United 


MISCELLANEOUS ADVERTISEMENTS relating to Situations, Articles for Sale and Wanted, ¥c., do., appear on Sup. 9 (middle of paper.) 


one Heading in this 
additional 
Manafacturing 
Woodhouse & Rawson United ... 11 
Mica.—¥. Wiggins & Sons cco, 3 
Motor~.—Cuttriss & Co. L 
Gülcher Electric Light & P. Co. 18 
Hyde Park Electric Works oe 12 
M. Itmamisch . 18 
Stephens, Smith & Co. coe Sup, 13 
“Fel Wilding 
see see . 5 
H. Gardner … 3 
Platina. —Derby & Co. . Bup. 10 
Poles (Wood ana 
Johnson & Phillips eee tee 1 


Geni, Elec. Co. Ld. (G. 8 


1g 


J rs, Limi eee eee 
G. Richards & Co. ope eee 
Unbreakable Pulley Co..., ... 2 
Railway 
Saxby & Farmer ... eee ces 10 
Schools and Classes. 
City & Guilds ses … Sup. 10 
School of Telegraphy  … 
Screws. — Davis & Timmins eee ece 18 
‘Switches. 
Appleton, we & Williamson... 6 
Faraday 10 
Genl. Bice. Ld. Binswanger.) Sup. 8 
‘Walsall Electrical 
- Woodhouse & Rawson United ... 11 
T h Engineers. 
elegrap . 2 
Telephones. 
Baughan & Co. __a.. 
W. Blenbeim & Co. a4 
Consol. Tel. Const. & M. Co. Sup. 15 
Stanhope Co. eee eee 6 
Tools. 
Selig, Sonnenthal &:Co » 
Turbines.—F. Nell eee eee ée0 
Varnish.—R. A. Scott eee eee "15 
Vulcanite (see Ebonite). 
Wire (covered). 
Fowler-Waring Cables Co. oe 14 
W. T. Glover « Cu. 2 
W. T. Henley’s Teleg. Works Co. 7 
London Electric Wire Co. — 1 
Midland Electric Wire Co. 
Phillips Bros. eee eee eee 19 
Mf, Co; eee eee 
Sup. 2 
Wira eee eee 6 
Woodbduas & Rawson United ... 11 
Wire (uncov 
& eee eee eee 18 
Felten & Guilleaume 
Ramsden, Camm & Co. ... ss. 20 
F. Smith & Co. eee eee eee 3 
Wire Covering 
T. Barraclough & Co eee 
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FARADAY 


ELECTRIC LIGHT FITTINGS. 


NOTE.—Faraday & Son’s experience, in the manufacture of Fittings for BERNERS STREET. 
Incandescent Lighting, dates from the Paris Electrical Exhibition of 3, 
4881, when they made the whole of the Electroliers in the Swan Exhibit. 


INTERLOCKING THE LOCK AND BLOCK. 
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Works: 9 & 10, NEWMAN MEWS. 


The Board of Trade have again urged the tye Lg Lock” and “Block” systems b actnal connection between the Telegraph Inetre 
“ t kin, with 8 Automatic Action, 


SAXBY & FARMER, Railway Signal Contractors Canterbury Road, KILBURN, LONDON, N. bed 
Manufacturers of Railway Signals, Cabins, Interlocking Levers, Block Instruments, and Signal Work of every description, Electrical and Mechanical, 


DAVEY, PAXMAN & Co., Engineers, COLCHESTER, 


Devote special attention to 
STEAM ENGINES AND BOILERS REQUIRED FOR ELECTRIC LIGHT INSTALLATIONS, 


Ska 
- Horizontal High Pressure Cou und 
8 to 100 H.P. nom. PARIS EXHIBITION, 1889. 
and Boller. nom D. P. & Co. have been awarded 
cheapest, most durable and Two Gold Medals and One Siver Medal 
most reliable in the market.  teulars Post Freon application to for their Steam Engines and Boilers. 
DAYEY, PAXMAN & CO. Engineers, COLCHESTER, 
Lonpon Orricx: 189, QUEEN VICTORIA STREET, E.C. 2066 


THE BRUSH ELECTRICAL Co. 


CAPITAL £'750,000. 


This Company has been formed to take over and carry on in all their branches the sollentéhlishod Works and 
Factories, and the extensive organisations of 


THE ANGLO-AMERICAN BRUSH ELECTRIC LIGHT CORPORATION, LIMITED, 


AND THE 


FALCON ENGINE AND CAR WORKS, Ltd., LOUGHBOROUGH, LEICESTERSHIRE. 


This Company is prepared to receive and execute orders from any part of the world for COMPLETE APPARATUS 
for Central ELECTRIC LIGHT and POWER Installations, for the TRANSMISSION of POWER, for ELECTRIC 
TRACTION, including TRAMWAY CARS, and, generally, for all MACHINERY and APPLIANCES required 

in the various industrial applications of electricity. 3226 


Full Prics Lists and Estimates on application to the SECRETARY, 442, Belvedere Road, LAMBETH, LONDON, S.E. 


Telephone No. 3975. Telegrams: “DETECTOR, LONDON.” 


RASHLEIGH DAWSON, 


SHOW Rooms: 58, BERNERS STREET, LONDON, S.W. 


The Best Show of Fittings in London. 


ELECTRIC LIGHT ENGINEERS AND CONTRACTORS.. 


Complete Installations or Wiring only carried out promptly. All Work Guaranteed. 
Trade supplied. 


WorREs: WELILS MHWS, w. 
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NEW SHOW ROOMS, > 
OFFICES AND 
SUPPLY DEPARTMENT. 


THE ACME ELECTRIC WORKS 


(ARTHUR C. COCKBURN, M.LE.E., Manager), 


PRINCES STREET, 
HANOVER SQUARE, 
LONDON, W. xs; 


Telegraphic Address: “SOUNDER,” London. 
Telephone No. 7,629. 


SILVERTOWN 


WEYMERSCH BATTERY. 


| Il | This battery is thoroughly suited for small 
| à Electric Light Installations, or for driving small 
1.—Absence of fumes, or smell, under 
ordinary working load. 
| x 2.—The E.M.F. remains practically constant 
| il | | until the solution is spent. 
&.—Facility of charging and discharging. 
i The Charging being effected by merely turning 
4 ee — on the two taps of the barrels, A and B, until the 
i = a. | : | F cells are full, as shown by the gauge glasses. 


is The spent solution being run off at the two taps, 
| | | | | 
| | | 


| i | | 


xt ie 


| 


Electromotive Force of two standard (6 cell) 
batteries in series, with standard solution, 15 volts 
during 10 hours, giving 15 amperes. 

The Depolarising Solution can be made, if 
required, for longer or shorter runs, at corre- 
sponding prices. 


a 
| à | 


| 


Full Particulars and Prices on 


application. ave 
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LONDON WIRE COMPANY, 


ANCHOR WORKS, PLAYHOUSE YARD, GOLDEN LANE, LONDON E.C. 
Manufacturers of 


COVERED WIRES & CABLES 


OF ALL DESCRIPTIONS 


FOR ELECTRICAL INSTRUMENTS, ELECTRIC LIGHTING, 


BELL AND  THLEHPHONEH WORE, 
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STEADINESS. ECONOMY. CHEAPNESS, 
LACOMBE & CO.—WORKS. LEVALLOIS PERRET, NEAR PARIS. 


Loue Agent.—H. W. EDLIN, 7, LITTLE QUEEN ST, WESTMINSTER. sel 
Telegraphic Address: “ LACOMBÉ, LONDON.” | 


ELLIOTT BROTHERS, 


101 & 102, ST. MARTIN’S LANE, LONDON, W.C. 


(ESTABLISHED 2800). 


ELECTRICAL ENGINEERS AND MANUFACTURERS OF ALL KINDS OF 
ELECTRICAL TESTING AND TELEGRAPH INSTRUMENTS. 


. SUBMARINE MINING APPARATUS, &. CONTRACTORS TO H.M. GOVERNMENT. 


Highest Award Paris Exhibition 1889, Only “Grand Prix” to any English Electrical Bxbiit 


Telegraph Address: “OHM,” LONDON. Telephone No. 3852. ,,, 


— 


PARTICULARS AND PRICES 


. OF EVERY KIND OF 


INSULATED WIRES AND CABLES. 


Wire Price List Ready-Reckoner. 


FORMULA FOR, CONDUCTORS. 


OUR NEW PRICE LIST, Copyright, 1s. 


TELEGRAPH MEG. Co. Lp. HELSBY, NEAR NOES 


11, RUBEN VICTORIA ST., LONDON, 
“a | | E.C. 


PATENT 


SELF-BINDERS 


FOR 


THE “ ELECTRICAL REVIEW.” 


|| Self-Binder, or Case, is intended to hold 

ESS Reviews of any number until the half-yearly volume is com- 
| ms | ERREUR pleted and ready for permanent binding, the width of the 

— back being widened or contracted by sliding the back cover in 

or out as desired. 

- To be obtained at the Exgcrricat Review office, 22, Pater | 

noster Row, London. 


Price 6s., Post Free (in Great Britain) 6s. 6d. 


Cheques and Money Orders to be made payable to H. ALABASTER fj 
the latter on Chief Office, London. j 
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ENGINEERING 


LIMITED, 
Works:—LAMBETH, LONDON, LOUGHBOROUGH, VIENNA, 


MANUFACTURERS AND CONTRACTORS. 


ALTERNATE CURRENT SYSTEM 


FOR CENTRAL STATION INSTALLATIONS. 
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VICTORIA TRANSFORMERS 


(MORDEY-WEBBER PATENTS). 


— — 


ALTERNATE CURRENT ARC LAMPS, IMPEDANCE COILS, 
SYNCHRONIZERS, SAFETY FUSES AND SWITCHES, 
And all Accessories for CENTRAL STATION Work. 


STEAM ENGINES AND BOILERS FOR ELECTRIC LIGHTING AND OTHER PURPOSES. 
SPECIAL TERMS TO THE TRADE. 
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ALTERNATING. CURRENT ELECTRIC LIGHTING APPARATUS. 


The Instalment of over 150 Central Station Plants has demonstrated the Alternating Transformer System to be Superior to all 
others for distributing current from a Central Station over small or large areas for lighting and power purposes. 


ELECTRICAL STORES 


OF EVERY DESCRIPTION. 


“Okonite” Wire 


OF ONE QUALITY ONLY, 
wiz: 


‘1,000 MEGOHMS PER MILE. 


THOMSON-HOUSTON 


SYSTEM OF 


ELECTRIC TRACTION. 


53 LINES IN SUCCESSFUL OPERATION. 
25 NOW UNDER CONTRACT. 


W. 8. GRAFF BAKER, C.E., 
Manager Railway Department. 


LAING, WHARTON & DOWN, 


S2a, NEW BOND STREET, LONDON, W. ,, À 
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TEST INSULATION RESISTANCE 


Of Wiring, Cables, Dynamos, &c., quickly at full working volts with our new 
PORTABLE TESTING 


OF M-METER ax» MECHANICAL 2% GENERATOR. 
W. T. GOOLDEN & Wovtteld Works, Harrow Road, LONDON. 


Work Perfectly in either Series or Parallel: 


= PATENTEES AND SOLE MAKERS- 


TRAFALGAR ST. BRAD FORD. 


Illustrated Price Lists on application. 


EDIMU IN DSOITrTS,. 
Guaitnerrs and Clectricians, 
19, GREAT GEORGE STREET, WESTMINSTER, S.W., 


SPECIAL AGENTS FOR EDISON AND SWAN LAMPS. 


SPECIAL TERMS TO THE TRADE: 


MANUFACTURERS OF ELECTROLIERS, BRACKETS, AND ALL DESCRIPTIONS OF ELECTRIC LIGHT FITTINGS. 


ESTIMATES FOR COMPLETE INSTALLATIONS. 212 


ROBEY & CO.’S 
Might Ensines 


COUPLED COMPOUND HORIZONTAL FIXED ENGINE. FITTEO WITH 
PATENT TRIP GEAR. 


HIGH-SPEED ENGINE (BOTH VERTICAL AND wonton AL 
AND DYNAMO. 


a 


_ HORIZONTAL COMPOUND ENGINE. 


OBEY & CO., GLOBE WORKS, LINCOLN. 


- 


our 
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NE HBS 


H. ALABASTER, GATEHOUSE & CO, 


22, PATERNOSTER ROW, LONDON. 


Experimental Science. 


ELEMENTARY, PRACTICAL AND EXPERIMENTAL PHYSICS. 
SPLENDIDLY ILLUSTRATED WITH 680 ENGRAVINGS. PRICE 16s. 


NOW READY. CLOTH, 4s. 6d., POST FREE. 


Incandescent Wiring Hand-Book. 


ALSO, BY SAME AUTHOR, PRICE 4s. 6d., POST FREE. 
Bell Hanger’s Hand-Book. 
ALSO, BY SAME AUTHOR, PRICE 4s. 6d., POST FREE. 
Dynamo Tender’s Hand-Book. 


ALSO READY, PAPER COVERS, I1s., POST FREE. * 


Everybody’s Hand-Book of Electricity, | 
WITH GLOSSARY OF ELECTRICAL TERMS AND TABLES OF INCANDESCENT WIRING. 
BY HDWARD TREVERT. 


PATENT ENGINE, 


 SPECIALLY ADAPTED FOR 


ELECTRIC LIGHT INSTALLATIONS 


AND FOR ANY WORK és UNIFORMITY OF SPEED IS DESIRABLE. 


GOLD MEDALS 
EDINBURGH, 1886; LIVERPOOL, 1886. 


‘UOPUISUO | 
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GLASS SHADES. 


COLOURED SHADES AND REFLECTORS. 


Ceiling Bowls and Suspending Bowls. 
COLOURED SHADES FOR DECORATIONS. 


China Switches, Wall Connectors, Lamp Holders, 
Fuses and all Electrical Fittings. 


LEA’S PATENT GLOBES. 


DUST PROOF, PERFECT LIGHT, EASILY HANDLED, NO LOOSE SCREWS, 


The Globe has an Elastic Metallic Connection with the Cover, and can be removed or replaced instantaneously. 
NO METALLIC RIM TO OBSTRUCT THE LIGHT. 
THE GLOBES CAN BE SUPPLIED PERFECTLY WATERTIGHT. 


SUSPEN DING SW LTONLES, 
BED SWITCHES, 
Wall Connectors, 
CHINA SWITCHES, 
Ceiling Roses, Fuses, &c. 


SHADES IN ALI. COLOURS, 
SPECIAL DESIGNS. 


_ ALL ELECTRICAL FITTINGS FOR CONTRACTORS. 


FOWLER, LANCASTER & CO., Lro, Electrical Engineers, Manufacturers & Contractors, 


ALBERT WORES, GRAHAM STREET. BIRMINGHAM. 


Telegrams: “ Energy,” Birmingham. 2062 
BRITANNIA RUBBER & KAMPTULICON CO. 
| Srzam Works: BOW COMMON, LONDON. preci 
WAREHOUSES: 32, CANNON STREET, and 86, QUEEN VICTORIA STREET, EC. 
VULC AN ITE Manufacturers of Sheets, Rods, Tubes, Battery Cells, Telephone Receivers, 
and Moulded Articles for Electrical and Chemical purposes. _ 
India-Rubber Sheet, Valves, Cord, Tubing, Strip & Compounds, Gutta-Percha Sheet, Tissue, &c. 


D. BONNELLA', 


Dvory and Hard Wood Curner, 
SPECIAL ATTENTION given to ELECTRICAL WORK, 


68, MORTIMER STREET, LONDON, W. Before Purchasing a Dynamo send for a List of 1 | 
Steam Works : +2, Kirpy Street, Hatton GARDEN, E.C. 3563 Prices and References to | | 


F. H. ROYCE & Co., Cooke St., Hulme, Manchester. 


AS SUPPLIED TO THE CUNARD ROYAL MAIL STEAMSHIP CO. | oe 


PLATINA tS CRAP Agent for London and 54 miles radius: THE ACME ELECTRIC WORKS. 2879 | | 


~ PURCHASED FOR CASH BY 


DERBY 


44, CLERKENWELL ROAD, LONDON, E.C. 3548 


ESTABLISHED 1880. 


Railway Engineer 


An Illustrated Review of the Construction, Machinery and : | % 

dministration of Railways. és a i 
MONTHLY, ONE | Yellow Deal 8/3 | 6/9| 8/- | 9/6 | 11/10 18/8 |2 
A Valuable Work for Reference, illustrated with large American Whitewood 7/2 9/7 11/ 8 14/ 1 17/ 11 22/7 29/ 9 à 


LITHOGRAPHED WORKING DRAWINGS | (List of Sections, with Prices and Discounts, in all Woods 


Of Locomoti À 

mo ves and other 1 pelt LS and all | on application. 

ANNUAL SUBSCRIPTIONS IN POSTAL UNION. 14 Mahogany and Timber Importers, Importers of School Board Flooring Blocks, Figured 
(Payable in Advance, including Postage.) Specimen Copy Post Free, 13 8. | Wainscot Floorings, and Manufacturers of High-Class Mouldings in all woods. 

| Head Office: 214, PAVILION ROAD, SLOANE SQUARE, 8.W. 


OFFICES :—8, CATHERINE ST., STRAND, LONDON, W.C. Saw Mills: Stanley Bridge Wharf, King’s Road, CHELSEA. 


Branch Yard: 65a, Poland Street, Oxford Street, W. 2871 
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“APOSTLE” 
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CASINGS. 


APPLY FOR THESE 


Flexible Wires. 


Mr. W. H. PREECE’S 


FUSE TABLES. 


8 2 
Es Telegrams: “ ELECTRICITY”) (TELEPHONE No. 1881. 
3 | GENERAL ELECTRIC GO, 
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DR. HQPKINSON, in his inaugural address to the Insti- 
tution of Electrical Engineers, gave a very interesting 
and able account of the state of our knowledge of the 
subject of magnetism. He did well, we think, to con- 
fine his remarks to a small portion of the large field 
with which the Institution now deals. 

Notwithstanding the great number of facts about 
magnetism that have been ascertained, we know very 
little about their ultimate explanation. Dealing more 
particularly with the magnetic properties of iron, 
nickel and cobalt, Dr. Hopkinson pointed out that 
between these and non-magnetic substances there was 
no continuity such as we find to be the case with most 
other natura! properties. The intensity of magnetism 
was assumed to be measured by the current induced 
in à secondary coil wound round a ring of the mag- 
netic substance. By this means the magnetic curves 
for different substance could be readily ascertained. 
The gap between the magnetic and the non-magnetic 
substances may be understood when we learn that the 
deflection given by iron at one point is 2,000 times as 
great as that given by a similar ring of glass or wood. 
The diamagnetic substances show deflections slightly 
less than the non-magnetic substances. | 

With the help of his ring with its primary and 
secondary coils Dr. Hopkinson explained very lucidly 
some of the other well known properties of magnetic 
substances. If the secondary coil be collected in one 
part of the ring it will make no difference to the total 
induction, and the halves of the coil may then be 
plucked apart to measure the inten sity of any mag- 
netism which may remain in the ring after the primary 
current has stopped. The phenomenon which Prof. 
Ewing has investigated and named Hysteresis can thus 
be shown. The descending curve of magnetism is 
found to be different from the ascending curve, and 
the area enclosed between the two curves represents 
the amount wasted in heat in a complete magnetic 
cycle. The ne? lost in a complete cycle of reversals 


metre, in oil-hardened steel 100,000 ergs per cubic 
centimetre, and in Tungsten steel 200,000 ergs per cubic 
centimetre. It is unnecessary to point out the im- 
portance of these facts in the construction of armatures. 
If an armature be made of wrought iron the loss by 
hysteresis may easily be less than 1 per cent., while 
with Tungsten steel it may be 20 per cent. In the case 
of transformers it becomes very important. The loss by 
hysteresis increases more rapidly than does the induc- 
tion, hence it is not well to work the iron. in alternate 
current machines to anything like the same Srtenetiy 
as in continuous current machines. 

Perhaps the most interesting part of Dr. Hopkinson’s 
address was that relating to the effect of temperature 
on magnetism; his own recent investigations on the 
critical temperature being of the greatest importance. 
Iron becomes non-magnetic at a red heat. With a 
small magnetising current the permeability of iron in- 
creases as the temperature rises to 770°C. ; at 785° C. it 
is non-magnetic. If iron be magnetised when above 
the critical temperature, it retains the magnetism after 
it is cooled down below it. But the behaviour of an 
alloy of nickel and iron is still more interesting. 
This alloy, as received from the manufacturers, is non- 
magnetic at ordinary temperatures, but becomes mag- 
netic below the freezing point. It remains magnetic 
when it rises again above the freezing point, and does 
not lose its magnetic properties till it reaches a tempe- 
rature of 580° C. When cooled again, it is non-mag- 
netic. Up to the critical temperature the electrical 
resistance of iron gradually increases, and then sud- 
denly diminishes to that of a pure metal. 

The most significant property associated with the 
critical temperature of magnetism is that of recales- 
cence. A hard steel wire cooling down seems to 
undergo at the critical temperature of magnetism some 
change corresponding to the passage from the liquid to 
the solid condition, sufficient energy being given out to 
raise the temperature of the wire for the moment. 


The nature ‘of the curves representing the cooling of 
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such wires have been determined by Dr. Hopkinson’s 
ingenious experiments. 

After discussing the theories of Poisson, Weber, and 
Ampére, Dr. Hopkinson came to the conclusion that 
they leave us in the dark as to the true explana- 
tion of magnetism; and concluded his address by 
throwing out the novel suggestion that all non-mag- 
netic bodies may become magnetic when reduced to a 
sufficiently low temperature. 

We should like to have heard some reference made 
by Dr. Hopkinson to other theories of magnetism, for 
instance, the ingenious theories propounded by Sir 
W. Thomson in his opening address to the institution 
last year, but, on the whole, we think that a more in- 
structive and suggestive opening address has seldom 
been listened to by the Institution of Electrical Engi- 
neers. 


THE DANGERS OF ELECTRIC LIGHTING. 


CONTINUING their article on the above subject, in the 
last number of Engineering, Messrs. Ferranti and Ince 
endeavour to strengthen their case and to make out 
that “there are reasons why the dangers of electric 
lighting under a high pressure system are no greater, 
if they are so great, as those of a low pressure system.” 
What these reasons are the authors certainly do not 
very clearly point out, and it is perhaps as well for 
themselves that they should’ leave their explanations 
somewhat indefinite ; at the same time we must con- 
fess surprise, that arguing, as the writers are, for a case 
which it is difficult to support (and in our opinion 
cannot be supported) they should use such ridiculous 
clap-trap verbiage as that we have just quoted. 

At the commencement of their second article the 
writers explain the construction of their concentric 
mains, and they state that it is impossible for anyone 
holding the outside sheath to receive ashock. This, 
no doubt, is true, provided the insulation remains good 
both in the main and at each end, but dealing with 
one particular class of fault does not justify the state- 
ment, that “ whatever fault may occur, the whole effect 
is produced and contained in the main itself,” and we 
have thus “a perfect protection for life and property 
from all forms of current.” Continuing their reference 
to the mains, the writers speaking of the latter use the 
expression “properly constructed;” now this and 
the expression “properly joined,” contains the very 
kernel of the whole matter, for there is no enterprise of 
any nature if “ properly carried out ” but must prove a 
perfect success. The difficulty (in many cases amounting 
to an impossibility) of “properly carrying ” out work 
is what causes failures. No doubt, if over 264 joints 
in a mile of the concentric cable are all properly made, 
the durability of the cable is ensured, but anyone who 
has had experience of joints must know that anything 
approaching a set of perfect joints is a practical impos- 
sibility, and the greater the number the greater the 
difficulty ; that one or several practically perfect joints 
can be made we do not doubt, but when 
we have a length which consists of a mass 
of joints the obstacles become enormous, and, 


we believe, are greatly underrated by Messrs. 
Ferranti and Ince. Speaking of transformers the 
writers state that ‘even if the current is sent out from 
the central station at a tension of 10,000 volts the 
tension is lowered at distributing stations by a suitable 
device, and that current the consumer has to handle 
is only at a pressure of 100 volts, and the pressure is so 
lowered and controlled that by no possibility whatever 
(the italics are our own) can the higher pressure get 
into any house.” This statement seems to us very like 
a deliberate attempt to throw dust into the eyes of 
those for whom the article is written; the writers 
cannot but be aware that faults have occurred in trans- 
formers in which a much less tension than 10,000 volts . 
has been used and the high tension has got into houses. 
If the transformer is “properly constructed” (!) of 
course the high tension cannot get to the secondary 
circuit, but to assume that faults cannot occur is 
simply childish nonsense. A great point is made with 


reference to the fact that the Board of Trade, “after 


seeing our work, have been perfectly satisfied to allow 
the Government to pass an Act which. enables us to 
deal with a 10,000-volt current.” This fact is exactly 
one which would greatly influence the ignorant public, 
as it would make it appear as if the Board of Trade 
advisers were thoroughly conversant with excessively 
high tension systems of lighting, and could therefore 
give recommendations based on experience ; as a matter 
of fact the advisers can know nothing of how a 10,000 
volt system would work, seeing that they have literally 
no experience to go upon. Towards the conclusion of 
this article the writers say, “We think we have said 
enough to show that the dangers of electric lighting 
are no more in the high tension system than the 
low, provided both systems are carried out with equal 
care and all proper safety devices are used in the 
one case and in the other.” We, ourselves, do 
not think so, very far from it; say what the writers 
will, they cannot reasonably argue that more care 
is not required in the case of the high tension 
than in the case of the low tension system. Both 
require it, of course, but much more is necessary 
in the first than in the second case. Again, how 
does their statement, “provided both systems are 
carried out with equal care,” agree with the asser- 
tion which we meet in the next paragraph, viz. 
“As the pressure increases extra precautions have 
to be taken with regard to safety.” With one para- 
graph in the article in question of course no disagree- 
ment can take place, viz. : “ The article shows that the 
saving of copper in the mains or conductors is enormous 
as the tension increases.” This is the great point in 
favour of the high tension system, though it is 
not the only one. The use of the low tension system 
practically involves large engine rooms in the heart of 
cities where sites are expensive, and where the noise 
and vibration might be a serious nuisance. Did, how- 
ever, the writers confine themselves to arguments of 
this kind there would be little to criticise, but they 
attempt to prove too much, and in so doing they are 
forced to use methods of reasoning which may deceive 
the public, but which will not stand fair analysis. . 
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THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


THERE have been uttered, from time to time, com- 
plaints that the work of Telegraph Engineers has 
received but a scanty meed of attention at the hands 
of the governing body of the Institution of Electrical 
Engineers, and that a disproportionate amount of time 
and learning have been devoted to the applications of 
electricity and electrical engineering in other branches 
of industry. This may possibly be the case, but we 
would ask if telegraph engineers themselves are not in 
a great measure to blame for this condition of affairs ? 
Apart from perhaps a lack of “ push ” evidenced by its 
professors and followers, may it not be that the busi- 
ness of telegraphy proper presents but comparatively 
few recent instances of invention, whereas we see from 
day to day fresh departures in electric lighting, pro- 
pulsion, and transmission of power ? 

Be this as it may, it is rather unfortunate that when 
the subject of telegraphy has at length received some 
further notice a more substantial cause of grievance 
should be given. The speech of the past-president Sir 
William Thomson at the recent meeting of the Insti- 
tution of Electrical Engineers is not very re-assuring to 
those who have at heart, in the interests of telegraphy, 
some higher aspirations than the mere question of 
£s.d. Why, would we inquire, when referring to the 
history of the earlier Atlantic cables, should Sir Wm. 
Thomson so pointedly omit the mention of Sir Samuel 
Canning, and of other equally eminent pioneers ; why 
should Captain Moriarty, R.N., to whom, as is well 
known, is due the merit of skillful navigation, be 
neglected ? Possibly because these gentlemen have 
not sufficiently considered the necessity of self adver- 
tisement. 

On the other hand, however, Sir John Pender and 
Sir James Anderson received a very sufficient measure 
of notice. 

It seems strange that a scientific man such as Sir 
Wm. Thomson, intimately associated as he was with 
the leaders of telegraphic enterprise, should be only 


able to remember, and even then but inadequately, the 


commercial supporters of the adventure. 
Whatever the source which provided Sir William 
Thomson with inspiration, whatever the motive which 


actuated him, we must regret that his speech was given 


à Character so distinctly commercial ; there would have 
been some interest in hearing more of the science con- 
nected with telegraphy and less of the dollars. 


WE have received a letter from 
a correspondent couched in the fol- 
lowing terms :—“By the way, what 
18 your idea in so persistently and unreasonably 
running down high tension distribution? What is 
high tension, and why talk as if everyone who em- 
ployed high tension—sensible people who use 1,000 
to 2,000 volts—were in the same boat with an 
Italian who uses 10,000 volts ? It’s neither sensible nor 
Scientific. Why not define your position clearly, 
and say if you don’t believe in transformers and 1.000 


High Tension. 
What is It ? 


to 2,000 volts, what you do believe in, and how distri- 


bution over large areas is to be effected without trans- 


formers? The casualties in America with overhead 
wires slung up anyhow gives no means of prophesying 
what will happen with underground wires and the 
To this we add 
an extract from another communication :—‘ The | 


work carried out most carefully.” 


recent mishap at Grosvenor Square has caused a 
considerable flutter in insurance circles. It is now 
found that the high tension primary entered no less 
than six houses at the time of the fire at No. 8, de- 
stroying the converters, blowing out the fuses and 


breaking the lamps. Fortunately only at one was, 
serious damage done, and fortunately, also, nobody 


was hurt. In several of the instances the electricity 


was seen to play about the casing and fittings like 


lightning, and in one case, in Park Lane, has left its 
mark on the ceilings. Mr. Heaphy’s “ independent” 


report says nothing of -these mishaps. Mr. Preece has 
reported for the fire offices, and attributes the damage | 
to an earth on the primary, aggravated, no doubt, by | 
the wretched wiring of No.8. If report be true, this 


circuit was on from Deptford, and for some cause or 


other considerably more than 2,400 volts reached the 
house transformers! We are likely to have a lively 
time of it from the “London” unless Mr. Ferranti 


mends his ways.” 


Now we will say a few words in | 


Transformers. reply to our correspondent who mis- 


interprets our views on the subject. It 
is not necessary for us to define high tension ; that has 
been done by the Board of Trade, notably in our issue of 
last week. Nevertheless, we do think that with 2,000 


volts the difficulty of insulating the primary from the 


secondary coils on a transformer will prove very great 


if these apparatus are to be highly efficient, for to 


this end it stands to reason that the covering of the wires 
must be kept as thin as it is possible to make it. Those 


who have watched the working of converters in the | 


States with only a potential difference of 1,000 volts, | 


need not be reminded of the number of times | 


they have been rendered useless by burning out, and we 


are convinced that in these instruments alone much | 


| 


trouble will be experienced. There are two other | 


means of distribution over large areas by continuous 
currents, to neither of which the objection we have 


mentioned can be applied, and to make electric lighting | 
absolutely reliable we require to, and in the end we | 
must, store electrical energy. Even the opponents of | 


secondary batteries cannot but admit that this isthe one 
thing necessary to place the new illuminant on the same 
footing as gas, and the recent strike of the South 
Metropolitan Gas Company’s men ought to bring this 
forcibly home to the electrical fraternity, for without 
the ample storage capacity possessed by Mr. Livesey’s 


works, what would have been the result in a few hours , 


time ? Whether conductors are underground or over- 
head does not affect the question of the converters, and 
although earthing devices are well enough in their way, 
consumers would not long allow themselves to be sub- 
jected to the cutting off of their supply of light by the 
little vagaries of the transformer. 


THE English Mechanic and World 
of Science is widely read by a class of 
men ranging from the professor to the 
merest tyro. Such being the case, we are somewhat 
surprised to see in its pages an advertisement of the 


Science and Bold 
Advertisement. 
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Electropathic kind, the bulk of the matter being, we 
do not hesitate to say, a tissue of absurdities. In scien- 


tific matters, as in any other, a little knowledge is a 


dangerous thing, and probably many of those who scan 
our contemporary’s pages from week to week have not 
yet become such storehouses of knowledge as to be 
able to sift the grain from the chaff. 


Dr. LOUIS BELL, in an interesting 
communication on “ Tests of the New 
Sprague Street Railway Motor,” dwells 
upon the disadvantages of the single magnet motors, 
and says that “ American practice in this respect seems 
to be quite different from English practice, where a 
double magnetic circuit with consequent poles and an 
armature relatively quite powerful seems to be the 
rule, and this form of motor, such as is used by Recken- 
zaun and Immisch, weighs, for equal power, only about 


American versus 
English Motors. 


half as much as the American form, while its elec- 


trical efficiency is quite as great.” Dr. Bell advises 
his countrymen to change the design accordingly. 


THE New York Herald (London 
Edition) of the 12th, has a flaming 
article on this subject. Quoting from a 
contemporary, the writer says: “ the editor of the Blec- 


Electricity in 
England, 


_ trician says that 1889 will long be memorable in the 


annal of electric lighting in England as one in which 
was witnessed an outburst of electrical activity, rival- 
ling to some extent the great railway mania of 1846.” 
Our contemporary occasionally indulges in somewhat 
rhapsodical utterances, and in the present instance it is 
excusable, for its youthful editor can scarcely have even 
a faint recollection of what took place over 40 years 
ago ; let us hope, however, that the year of grace 1890 
will not witness an equally sudden collapse of much of 
its predecessor’s active outburst. 


WE would like to know how the 

Inductive Efects. Ferranti system of high tension alter- 
nating currents will affect telegraph 

instruments or other electric apparatus which are de- 
pendent upon alternating currents for their operation, 
and within the inductive influence of the Deptford 
mains, say, for instance, a Wheatstone Alphabetical 
Instrument or Automatic Receiver? The time is not 
far distant when somebody must get up a discussion 


upon such topics before the Institution of Electrical. 


Engineers, and who could do it better than the chief 
electrician to the Post Office ? 


IT is pretty generally known that 
we are not enthusiastic champions of 
Mr. Edison or of everything he does, 
but there is much truth in certain portions of his re- 
cent onslaught against high tension, and whatever 
objections are tenable in criticising American practice 
ought to tell with increased force on this side. From 
the very nature of things much is tolerated in the 
States which would not be allowed to go on here, 
therefore when systems are shown to be highly dan- 
gerous in a country where long distance transmission 
and distribution over large areas appear to be absolute 
necessities, that danger seems to be intensified in a 


Useful Data. 


community where the same pressing needs do not 
exist. Mr. Edison might with advantage select one of 
his assistants to secure reliable data of the number of 
transformers which are in use in his own land, the 
length of time the best of them withstand the effects 
of 2,000 volts alternating, and the number of instances 
on record of their burning out or being rendered use- 
less. Such information as this, leaving entirely out of 
the question the fatal accidents which high tension 
systems have caused, would give English electricians, 
who are only feeling their way, a fair idea of what 
might be expected in the-long run. 


THE letter which we publish from 
Mr. Richardson touches somewhat 
upon the subject of an article in our 
leading columns, and shows clearly enough that we are 
not alone in our opinion of the Ferranti-Ince papers 
in a contemporary. Naturally the majority of people 
who have electric lighting interests at heart sympathise 
with Mr. Ferranti in his great undertaking, but enthu- 
siasts do not always discriminate between practicable 
ideas and sheer impossibilities. If he fails it will be 
mainly because none of his so-called friends—and we 
know some who do not, when away from his influence, 
see how he can possibly achieve an unqualified success 
—had the courage to frankly express their fears. 


Save me from 
my Friends, 


A circular has been issued by the 
Corporation of Blackburn giving col- 
lected particulars as to the use of 
electricity in cotton mills. Opinions have been 
received from America and almost every European 
country. Electricity in cotton mills is naturally 
applied in England to a greatér extent than elsewhere 
on account of the cotton industry in England being of 
greater proportions. A most unanimous feeling is ex- 
pressed on the subject by English manufacturers in 
favour of the illuminant. One large firm expresses its 
conviction as follows: “ Find the electric light a great 
improvement in every way on gas. Consider it 
healthier for the workpeople and a very good light for 
weaving coloured goods.” Weaving sheds have been 
fitted with installations in Germany with very favour- 
able results. Prudent manufacturers, we notice, have 
only in use the incandescent lamps, considering arc 
lamps attended with a certain amount of danger. We 
are of opinion that the circular will serve a most useful 
purpose, in bringing before the cotton industry the 
advantages already experienced in the use of the elec- 
tric light. 


Electric Light in 
Cotton Mills. 


IT is rumoured that Messrs. Drake 
and Gorham are about to introduce a 
new secondary battery which is highly 
spoken of. The apparatus hitherto used has many 
advocates, and every improvement on it will bring 
over fresh adherents ; we trust, therefore, that rumour 
speaks correctly, although if it is the Dujardin accumu- 
lator we do not anticipate any marvellous results. 


New Accumulator. 


IT is said that the opening of the 
proposed Frankfort-on-Maine Elec- 
trical Exhibition has been postponed 
till May, 1891. This, we believe, to be a wise policy 
on the part of the promoters, for as we said last week, 
the Edinburgh show might have clashed with the 
Continental one. 


Exhibitions. 
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A NEW METHOD OF ELECTRICALLY 
DRIVING TUNING FORKS. 


A VERY small weight added to the prong of a tuning 
fork is sufficient to alter its tone both in quality and in 
pitch. Hence the metallic contact-piece in elec- 
trically driven forks has been to some extent a defect. 
We illustrate a means of driving a tuning fork 
electrically, devised by Mr. R. Appleyard, of Cooper’s 
Hill College, which leaves the prongs free. The fork 
is mounted upon a resonating box; a small micro- 
phone, attached to the top of the box, vibrates with it, 
and, adapting itself to the period of the fork, causes the 
current through the magnets to vary synchronically as 
required, 


The microphone consists of two blocks of carbon of 
triangular section, rigidly fixed to the box, and a third, 
of square section, which is so nearly balanced upon one 
of the V-edges as to rest but lightly upon the other. 

A ré is filed in the carbon rod at its balancing 
point. 

It is interesting to observe that the same microphone 
has served for forks of different pitch—the deep bass F 
and the middle A, for instance. | 


ELECTRICITY IN IRELAND. 


THE employment of electricity for lighting and power 
purposes has not yet made very great progress in Ire- 
land, the development of these two branches taking 
place but slowly. This is partly due to the lack of 
capital on the part of the inhabitants, and partly to the 
want of enterprise shown by them. In some of the 
northern counties small arc and glow lamp installations 
have been put up in different bleach works, spinning, 
and scutching mills, distilleries, clubs, shipbuilding 
yards, &c., whilst a few examples may be found in the 
midland and southern counties. 

Now, however, an enterprising firm in Dublin, 
Messrs. Box & Co., of Abbey Street, have formed a 
central electrical engineering company for the purpose 
of carrying out all kinds of electrical work. In their 
large establishment they have entirely given up the use 
of gas, and have taken down their fittings, the electric 
light being substituted. The installation is very re- 
pe gras having been put up expressly with the object 
. illustrating the various modes of electric lighting. 
ed this purpose, the installation has been divided into 

ve sections of, together, 300 glow lamps, and this has 
NOT made the expense considerably greater. 

e first section comprises a set of accumulators which 
hs charged during the day by a dynamo which has 

sen constructed on the premises. The second section 


consists of 100 lamps, the current for which is furnished 
by a Crompton dynamo, driven by a Stockport gas 
engine. A Statter dynamo for 90 lamps is employed 
in the third section, and the machine is actuated by a 
steam engine. In the fourth section another battery of 
accumulators is installed, and these will supply current 
to the lamps fitted up in the bridle workshops, machine 
rooms, and in the front portion of the establishment. 
The fifth section comprises the show room of the 
Central Electrical Company. This room is furnished 
with different kinds of fittings, brackets, &c., and when 
the lamps are lighted a very pleasing effect is caused. 
Turning to another department of the establish ment, 
we find a narrow gauge railway running through the 
factory, and carrying the metal castings from the 


foundry to the finishing shops, and distributing the | 


heavy goods generally. This railway it is proposed 
shortly to work by means of electricity. The firm print 


most of the stationary required in their business, and 


the printing press is driven by an electric motor which 
has been made on the premises. This is the first in- 
stance of a printing press being worked by an electric 
motor in Ireland, although there are a few such cases in 
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England. Probably this installation is unique of its 
kind, as there are scarcely any instances on record | 
where are employed different makes of dynamos and © 
engines, both steam and gas, and where the lamps are — 


run direct from the dynamos and from accumulators, 
the lamps being also of different voltage. This step 


has, of course, as already mentioned, been taken in — 
order to demonstrate what can be done by one kind of | 


plant, and what can be effected by another. 


The inno- © 


vation deserves to turn out a success for the company — 


in the advancement of electric lighting, as such demon- 
strations are, with the exception of at exhibitions and 
at stations not open to the public, very rarely made 
accessible to the general community. 


ON THE “NEW” PRINCIPLE OF CON- 
STRUCTING ELECTRIC MOTORS. 


MR. C. O. MAILLOUX, an American engineer of high 
reputation, who has had a wide experience in electric 
traction, contributes an article to the Electrical World, 
of December 28tb, in which he sets forth his views on 
motor design, drawing comparisons between the 
methods and the theories of Tesla, Ayrton and Perry, 
Mordey, Snell, Reckenzaun and Dr. O. Froehlich, of 
which we give the following abstract :— 

“There are probably many designers of electric 
motors to whom the “new principle” advanced by 
Mr. Nikola Tesla, in a recent issue of 7e Electrical 
World, will be of no great surprise, unless the surprise 
consist in finding the statement thereof at this late 
day, unaccompanied by the proper limitations. 

“That ‘circumstances alter cases’ is one of the first 
things that the electrical engineer realises, and quite 
strongly, too, in undertaking to design electric motors 
for various purposes. He soon learns, indeed, that the 
designing of an electric motor is literally the solution 
of a very complex problem, involving numerous 
factors, which, to use a mathematical phrase, are func- 
tions of almost countless ‘independent variables.’ 

“To enumerate a few of the conditions only, the 
designer has such things as the source and character of 
current supply, the kind of work, the capacity, speed, 
range of load, regulation, efficiency, weight, size, space 
occupied, mechanical simplicity, and cost of construc- 
tion of the motor to keep before his mind in de- 
signing. 


“Considered with reference to each particular case 


(which must of necessity be done), these requirements 
might be classed (in order of relative importance) in 
three groups—viz., indifferent, desirable and indispen- 
sable. The ‘grouping’ is, moreover, different for each 
case, and the relative positions of various conditions 
may even find themselves reversed. Thus, for example, 
in a stationary motor, smallness of size and reduced 
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weight are of relatively indifferent consideration, but 
in a street-car motor they are indispensable requisites. 

“These changes of relative importance react upon 
the design, and though not necessarily influencing the 
type, they do control absolutely the proportions and 
engineering details. Now, the relative and respective 
proportions of field magnet and armature in a given 
motor are among those factors which must be con- 
sidered as ‘dependent’ upon the requirements just 
noted. According to the relative importance ascribed 
to the requirements, or according to their ‘ grouping,’ 
as just stated, this proportion will vary. 

“It depends largely upon which of the desirable 
qualities the designer concludes to sacrifice, in order to 
secure what is, on the whole, the most expedient and 
advantageous for any particular purpose or application. 
Thus in 1883 we were informed on good authority 
—Profs. Ayrton and Perry—that the magnetic propor- 
tions of a motor should be 90 per cent. armature and 10 
per cent. field magnet. In 1887, we learn on equally 
good authority—Mr. W. M. Mordey—that the proper 
proportions should be just the reverse, or 90 per cent. 
field and 10 per cent. armature. Mr. Tesla now claims 
that the right course lies half-way between these two 
extremes, and that the proper proportion is obtained by 
giving to the field and armature equal magnetic 
moments. 

“ This whole matter was quite clearly and forcibly 
put forward in England by Mr. Albion T. Snell, in a 
paper entitled, ‘ Notes on the Design of Electric Motors,’ 
read January 16th, 1889, before the City and Guilds 
Old Stndents’ Association. This paper, let me say in 
passing, constitutes, together with the discussion 
thereon, one of the ablest recent contributions to the 
knowledge of the theory and practice of electric motor 
design, and would have been well worth reprinting in 
American journals. 

“ Mr. Snell shows that the proportions depend on 
many conditions and circumstances, and that no abso- 
lutely fixed rule can be determined ; that incidental or 
accidental questions of cost and mechanical construc- 
tion, &c., may vary the proportions, as the size and capa- 
city of the motor vary. In some cases he would grant that 
Mr. Mordey was right ; but in others he would go in the 
opposite direction with Profs. Ayrton and Perry. If,as 
we presume, we can take the ‘Immisch’ motors to re- 
present the practice of the doctrines he preaches, he 
does not, it would seem, approach either extreme, but 
oscillates, as it were, on either side of the half-way 
course. This is because he lays great stress upon 
‘ weight efficiency,’ and designs his motors from the 
torque or turning moment, as a starting point. 

‘ Now, passing on to portable motors for traction, 
hoists, &c., the proportions would gradually approach 
the point set by Mr. Tesla, and if the speed and load 
varied within wider limits still, this point would even 
be passed, and the proportions would approach the point 
set by Profs. Ayrton and Perry. During this transition, 
the design would undergo considerable changes in 
proportion, and would experience a corresponding 
change in quality by graduations. We would find that 
we had gained in certain qualities and lost in others. 
If we could properly and fully estimate the value of 
all advantages and disadvantages, we would probably 
find that the net aggregate sum was nearly constant, 
within wide changes of proportions. So that the whole 
effect of successful designing lies in the art of knowing 
or finding out which qualities to emphasise and which 
to sacrifice, in order to obtain maximum results under 
given conditions. 

“ Returning now more particularly to the question of 
the ratio between magnetic moments in field and 
armature, the principle formulated by Mr. Tesla is in 
reality a statement of the fact that when torque is the 
great desideratum, or the quality to be emphasised, 
even at the expense of certain considerations (perhaps 
including efficiency), but without sacrificing lightness, 
then the ‘maximum’ is reached when the magnetic 
moments are made equal in field and armature. Mr. 
A. T. Snell, in the paper just noted, lays great stress on 
the torque as being, so to speak, the ‘ natural’ starting 


point in motor design. Hence it is presumable, and 
his practice indicates, that he must be fully aware of 
the conditions under which the maximum obtains. 
The first one, however, who seems to have grasped and 
applied this principle of maximum torque is, so far as 
the writer is aware, Mr. Anthony Reckenzaun, in 
England, who seems to have started from the Ayrton 
and Perry ‘limit,’ and worked back to the ‘ middle’ 
point. For several years Mr. Reckenzaun has designed 
his traction motors substantially on these lines. I have 
already expressed the opinion that such a design appears 
well suited to portable motors. Personal experience 
leads me to believe that it is also well suited to the 
purposes of street car traction. 

“Dr. O. Froelich has also put the question quite 
clearly in his work on ‘The Dynamo-Electric Machine’ 
(1886). The following is a liberal translation from a 
paragraph entitled, ‘On the proportion of the respective 
windings of the field and armature’ :— 

“*In seeking the best possible winding for an arma- 
ture, one is faced by two problems of almost contrary 
natures, viz: the electrical capacity required of the 
machine, and the proper working of the commutator. 
If it were merely a question of obtaining for a given 
weight and speed the greatest possible capacity, one 
could scarcely increase too much the space allowed for 
the armature winding and the weight of wire. But 
the designer soon observes that as he puts on more wire 
the sparking of the commutator and the wéaring away 
of both commutator and brushes increase. Now, since 
the deterioration is of foremost importance from the 
practical point of view,the designer is forced to restrict 


the amount of wire on the armature to the limit im- 


posed by this circumstance. 

“It is almost impossible to set, in a general way, a 
minimum value to this amount of wire ; all depends in 
that regard on the special qualities of the type of 
machine under consideration. Experience alone can 
furnish exact data on the subject, and exhaustive re- 
searches alone can guide the designer in this path and 
determine the amount of wira suitable for the machine 
which he is constructing.’ 

“ Some two years ago, having to design some motors 
for street-car traction purposes, to be used as is now the 
general rule, with a constant gearing ratio, the lorque 
required at different speeds and under different condi- 
tions was made the starting point of calculation, pre- 
cisely as since recommended by Mr. Snell in his paper. 
Reasoning from simple cases, such as conductors or 
magnets reacting upon each other, the conclusion was 
soon reached that the torque would depend upon the 
combined effort of both field and armature magnetism. 
When opportunity presented, the experimental demon- 
stration was made. 

‘March 23rd, 1888.—I made an experiment yesterday 
with a small ‘C. and C.’ motor, to test the influence of 
the ampère-turns of the field and armature on the 
torque. The current was first passed through both 
field and armature in the ordinary way, and the pull 
on the lever noted for different currents. Then the 
current was made constant in the field and varied in 
the armature. From the data the curves made show 
that the torque increases with the current in both, as 
reasoning would lead one to expect. I tried the experi- 
ment on purpose to satisfy myself regarding the advan- 
tage of increasing the number of turns on the 
armature, contrary to the accepted doctrine that a good 
dynamo is a good motor, for it is well-known that, in 
dynamos, practice is drifting in the direction of putting 
only a few turns on the armature, and strong field 
coils. -I reasoned that in a motor that is to give maxi- 
mum torque, this would be wrong. The motion, or 
tendency thereto, is the result of the field’s distortion, by 
the deflecting power of the armature coils, whose 
tendency is to make poles at the neutral point, or ina 
line of polarity at right angles to that which the 
magnetic field of the field coils produces. J look upon 


the phenomenon as one where the armature forcibly 


pulls the field of the field magnets out of their axial 
line, waving them (lines of force) to rebound or spring 
by causing motion of the armature. Consequently 
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the moment exerted depends not only on the power of 
the field magnet but on that of the armature. .. .’ 
The sentence which is here italicised is merely a passing 
reference to my views regarding the nature of the 
reactions taking place in an electric motor, which I 
conceive to be a process whereby. energy (electro- 
kinetic) is abstracted from the electrical circuit to 
forcibly displace lines of magnetic force temporarily, 
the energy thereby stored in the form of elastic tension 
being conveyed or transmitted immediately after to 
the moving part of the motor, as the lines of force 
fall back to their original stations by virtue of this 
tension. 

“It is clear first, that the torque can be increased 
just as well by increasing the armature ampère-turns 
as by those of the field magnet, the two methods 
giving very nearly the same results. Second, that the 
best result would be obtained by increasing the mag- 
netic powers of both field and armature equally.” 


A NECESSITY OF THE AGE. 


THE continual dropping of water wears away stone. 
If you only throw enough mud, some will stick. Mr. 
Pears must find people believe his soap to be the best 
simply because he persistently says so, or he would not 
go on saying it at considerable expense. We like to 


have our minds made up for us, and to learn what to | 


eat, drink, and avoid, as we run. Reiteration is a great 
evangelist. Comic writers have a knack of repeating 
the same word, sentence after sentence, until we look 
upon it as a good joke, and laugh. We forget the verses 
of a song, but remember its chorus. Line upon line, 
precept upon precept, still is sound advice. Denounce, 
denounce, denounce, and the idea or the reputation is 
killed. - Praise, praise, praise, and the nostrum sells. 
It is no good cavilling at eternal laws: run with them, 
and bend them to your use. By so doing you not only 
are a blessing to your fellow man, but, what we are 
afraid you do not sufficiently consider, and what you 
really ought to think of, you benefit yourself. _ 

It is a very long time ago since the world first saw 
the words, “ Electricity is life.” A philanthropist, at 
his own cost, has told us this daily all those years in 
the public Press. We verily believe, and with humility 
we own it, that more thousands of the human race have 
been affected by this simple short announcement ; that 
more of them have had burnt into their brains thereby 
the belief in the force of electricity than by the 
studiously thought out, carefully edited, and news- 
giving columns of ourselves and confrères. “How can 
they believe unless they hear, and how can they hear 
without a preacher?” Numbers of well-informed 
persons know, even now, absolutely nothing about elec- 
tric lighting, who are suffering in eyes, head, and lungs 
from the use of gas, and would willingly pay some- 
what more for pure electric rays. They do not know 
how really cheap it is in the end, and how easily put 
into their homes. We may have our little joke at our 
American cousin, but no one ever accused him of not 
having an eye to his own interests. Look at the pages 
of his electrical journals, and count the number of 
those which are covered with advertisements. These 
announcements are in themselves a liberal education. 


Therein you learn all about electrical manufactures — 


and lighting companies, and discover that all are the 
best, and so one is as good as another, and you can 
make no mistake. Those who know best, say that 
erratic insertions are of little use, but that continuous 
advertisement pays. In the country where there is the 
most of it there is most electric lighting ; not entirely 


due to it, doubtless, but assured] i ; 
activity thereto. redly owing some of its 


Electric Railway in Germany.—An electric railway 


will shortly be made between Elberfeld and Barmen, 
in Germany, 


THE ELECTRIC LIGHT IN BUDA-PEST. 


[FROM A CORRESPONDENT. | 


You have recently published an extract from the 
proposals of the Buda-Pest Gas Company to this city 
with respect to the electrical lighting of Buda-Pest. 
The Municipal Director of Buildings (an official some- 
what intermediate between the Borough Engineer of 
an English town and the Dean of Guild of a Scottish 
municipality) issued his report, and it will be of in- 
terest to your readers to learn the position which the 
City of Buda-Pest takes with reference to the offer of 
the gas company. We extract the following points 
from the copious and elaborate report :— 

The agreement of the gas company expires on 
December 16th, 1895, and with it the right of the com- 
pany to the public lighting, but it still may supply gas 
to private consumers without fixed prices. For this 
right there is paid to the city, in the first ten years, 5 
per cent ; in the second, 74 per cent. ; and in the third, 
10 per cent. of the nett proceeds. The exclusive 
right of the gas company to the private lighting 
expires in December, 1891. If the city does not 
denounce the agreement in the year 1893 it is to be 


_ considered as prolonged for ten years, but the city 


would then be entitled to 30 per cent. of the net profit 
over and above 10 per cent. But the city has not the 
power to ascertain the balance. As a decrease of the 
income cannot be expected after the adoption of the 
much more expensive electric light, a simple prolonga- 
tion of the agreement cannot be accepted any more 
than a concession of the private lighting, together with 
the existing net of pipes, and other appliances. Unless 
the conditions can be essentially modified to the benefit 
of the city, the taking over of the entire gasworks seems 
most advisable, and therefore a test valuation should be 


‘undertaken in 1892; not earlier, as the company is 


still making further investments. Of whatever kind 
the future arrangements between the company and the 
city may be, so long as they are not arranged, the 
efforts of the authorities should be turned to the re- 
demption of the gasworks, as this everywhere gives the 
most satisfaction to the public. 

The offer of the gas company, concerning the electric 
lighting of single streets, is pronounced not acceptable, 
from the following reasons :— 

1. The lighting is, on account of the peculiar condi- 
tions, dearer than anywhere else (e.g., in Vienna). 

2. Because the company demands for the first ten 
years an exclusive right not merely to the lighting, but 
to the entire installation. 

3. Because it stipulates fixed prices for the entire 
time of the agreement, and, in view of the probable 
improvements and consequent reduction in the cost of 
production and distribution, it concedes no benefit to 
the city. | 

4, Because the measure of electric light demanded 
by the public, from an æsthetic point of view, can be 
obtained within the scope of the existing-agreement, as 
the number of the gas lamps available for a very small 
compensation, or without any at all, is sufficient. In 
case of need, this partial illumination can be committed 
to another company. 

The licenses for private lighting from the street-mains 


should be put off until the right of the Company — 


expires in the year 1891. 

It is to be remarked that the electric light is generally 
more costly than gas-light, and the more brilliant and 
beautiful light demands a corresponding sacrifice. The 
offer of the Gas Company to furnish the public lighting 
gratis, involves conditions out of proportion to the 
benefits expected, from the following reasons :— 

1. With a ten years’ exclusive privilege, and a re- 
demption after 50 years, the entire lighting would be 
in effect confiscated. 

2, For all the advantages which would accrue to the 
Company from having both kinds of lighting in their 
hands, it offers merely the gratis consumption of gas 
for the number of lamps of the year 1888, whilst to 
private consumers the price will be successively 
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diminished, but only to 11 kreuzers per cubic metre, 
which in the future may become less advantageous 
than the present agreement. 

As it stands the offer is therefore not acceptable. 
The negotiations may be continued with the Company 
always on the basis of a gratuitous street lighting, 
with the endeavour that the price of 11 kreuzers cannot 
be taken as a minimum, and if this is a fundamental 
condition it can be carried out only by relinquishing 
the electric lighting. 

The conditions of the electric lighting must be 
modified so that no exclusive right is granted and the 
unitary price must be reduced. 


THE MANCHESTER EDISON-SWAN 
COMPANY. 


THE Manchester Edison-Swan Company has been very 
fally employed during 1889. In the early part of the 
year it completed a central station on the low tension 
system at St. John’s, Newfoundland, the Houses of 
Assembly, the Government House, and other buildings 
being lighted. Installations, many of large size, have 
been erected in the mills and works of the under- 
mentioned firms :—Messrs. Larios Brothers, Malaga 
and Gibraltar; the Union Mill Company, Rochdale ; 
Harington and Eckersley, Wigan; Sladen Wood Mill 
Company, Littleboro’; Amsworth Brothers, Bolton ; 
Textile Mill Company, Oldham; J. Mandleberg and 
Co., Pendleton ; Wilde and Booth, Denton; J. and J. 
Mellor, Bury ; Slaut, Guyer and Spitz; Cannington 
and Shaw; Yates and Kay; and many others. The 
whole of the extensive premises of the Bolton Co- 
operative Society have beeh entrusted to the company, 
and the installation at the Pavilions, at Castle Mona, 
Douglas, and Llandudno, with the pier at the latter 
place, have also been carried out by them. Among 
private houses and hoteis those of Albert Wood, Esq., 
Conway; Jno. Walker, Esq., Llandudno; the St. 
George’s Hotel, Llandudno ; the Osborne Hotel, Brad- 
ford ; Palace Hotel, Birkdale ; and the five Manchester 
Limited Restaurants may be mentioned. The company 
have also carried out numerous wiring installations for 
central station works in shops and offices. At the pre- 
sent time they have in progress installations for Messrs. 
Calvert & Co., the Kellner Partington Wood Pulp Com- 
pany, Cormbatori Mill Company, Langdale & Co. 
Fletcher, Burrows & Co., Atherton, and others. 

Some idea of the progress of electric lighting in this 
district may be gathered from the fact that during the 
past year this company has supplied something like 
40,000 incandescent lamps, and the present outlook is a 
very satisfactory one. 


REVIEWS. 


Electric Light, its Production and Use; Embodying 
Plain Directions for the Treatment of Dynamo- 
Electric Machines, Batteries, Accumulators and Elec- 
tric Lamps. By J. W. URQUHART. Third edition, 
carefully revised, with large additions. London: 
Crosby, Lockwood and Son. 


Compared with the first edition the present issue of 
Mr. Urquhart’s book conveys a most favourable impres- 
sion, it is a vast improvement on the original work. 
From a critical point of view very little can reasonably 
be said against it, whilst there is much to be com- 
mended. The book occupies an intermediate posi- 
tion between an elementary and an advanced work, 
and may perhaps be termed an advanced popular 
treatise. The whole ground of electric lighting is 


more or less covered, accumulators, transformers, : 


meters, &c., being referred to, illustrated and explained 
in avery clear and concise manner. In one or two 
places a little extra revision seems necessary ; thus at 


the commencement an illustrated explanation of 
“ series ” and “parallel” joining up of battery cells 
might with advantage be added. At the termination 
we observe it stated that a “kilowatt” means a 
“thousand watts for one hour,” this, however, may 
possibly be only a slip on the author’s part. 


Journal of the Institution of Electrical Engineers, 
No. 82, London: E. and F. N. Spon. 


The general contents of this number are as follows :— 
“The Lighting of the Centennial International Exhibi- 
tion, Melbourne, 1888 and 1889,” by K. L. Murray, 
Member ; “ Electrical Engineering in America”, by G. 
L. Addenbrooke, Associate ; “ Abstracts” ; and a classi- | 
fied list of articles relating to electricity and magnetism 
appearing in the principal English and foreign technical 
journals. 


Practical Notes for Electrical Students. Vol. I., Laws, 
Units, and Simple Measuring Instruments. By A. 
EK. KENNELLY and H. D. WILKINSON. London : 
“The Electrician” Printing and Publishing Com- 
‘pany, Limited, 1, Salisbury Court, Fleet Street. 


This book is mainly a reprint of a series of articles 
which appeared in the Electrician under the title of 
“ Letters for Learners and Unprofessional Readers.” 
The 9 chapters into which the work is divided are respec- 
tively, “Introductory,” “ Batteries,” ‘ Electromotive 
Force and Potential,” “ Resistance,” “ Current,” * Cur- 
rent Indicators,” “Simple Tests with Indicators,” 
“The Calibration of Current Indicators,” “ Magnetic 
Fields and their Measurement,” “ Tables.” The book, 
we think, thoroughly well fulfils its title, and 
though, perhaps, here and there it lacks originality, 
there is very much matter that is extremely useful, 
especially in the chapter (a lengthy one) dealing with 
“ Magnetic Fields and their Measurement.” Mr. Wil- 
kinson hints that he may at some future time continue 
his work, and we think that students would be greatly 
benefited if he were to do so. 


Mechanical Graphics. A Second Course in Mechanical 
Drawing. With Preface by Prof Perry. By GEo. 
HALLIDAY. London: E. and F. N. Spon. 


This book illustrates part of the course of instruction 
for first year students at the Finsbury Technical Col- 
lege. A special feature in the work is the treating 
together of the subjects of Practical Plane Geometry, 
Practical Descriptive Geometry, Graphical Statics, the 
loads on the parts of hinged structures, and Calcu- 


lations on Link Motions and other forms of Valve 
Motion. The general contents are as follows: “‘Plane 


Geometry,” “Orthographic Projection,” Sections of 
Solids,” “ Curves,” “ Traces of Lines and Planes,” ‘Tan- 
gent Planes,” “ Interpenetration of Solids,” “ Shadows,” 
“ Isometric Projection,” ‘“ Perspective Projection,” 
‘“ Graphical Statics,” “ Valve Motions.” The importance 
of a good knowledge of mechanical drawing is very 
great, though a satisfactory acquaintance with free hand 
is almost as necessary, and, unfortunately, is far less 
extensive than it should be. Taking Mr. Halliday’s 
work as a whole we are very pleased with it, and con- 
sider that it well carries out its object. The illustrations 

are carefully and clearly executed. ’ 


Such is Fame.—The Daily Chronicle of last Friday, 
thus gives the names of three well-known gentlemen 
in electrical circles: Sir John Pinder, Dr. Hopkins, 
and Mr. Priest. We have often noticed the name of 
the presiding genius of the postal telegraphs spelled in 
in this way, perhaps because he is looked upon in some 
quarters as the “high priest” of certain things 
electrical. 
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PROCEEDINGS OF SOCIETIES. 


The Institution of Electrical Engineers. 


“Magnetism,” the Inaugural Address delivered by J. Horxin- 
son, M.A., D.Sc., F.R.S., President, January 9th, 1890. 

As old as any part of electrical science is the knowledge that a 
needle or bar of steel which has been touched with a loadstone 
will point to the north. Long before the first experiments of 
Galvani and Volta the general properties of steel magnets had 
been observed—how like poles repelled each other, and unlike 
attracted each other; how the parts of a broken magnet were each 
complete magnets with a pair of poles. The general character of 
the earth’s magnetism has long been known—that the earth 
behaves with regard to magnets as though it had two magnetic 
poles respectively near the rotative poles, and that these poles have 
a slow secular motion. For many years the earth’s magnetism 
has been the subject of careful study by the most powerful minds. 
Gauss organised a staff of voluntary observers, and applied his 
unsu powers of mathematical analysis to obtaining from 
their results all that could be learned. 

The etism of iron ships is of so much importance in navi- 

tion that a good deal of the time of men of great power has been 
ieseted to its study. It was the scientific study of Archibald 
Smith; and Airy and Thomson have added not a little to our 
practical knowledge of the disturbance of the compass by the iron 
of the ship. Sir W. Thomson, in addition to much valuable practical 
work on the compass, and experimental work on magnetism, has 
given the most complete and elegant mathematical theory of the 
subject. Of late years the development of the dynamo machine 
has directed attention to the magnetisation of iron from a different 
point of view, and a very great deal has been done by many 
workers to ascertain the facts regarding the magnetic properties 
of iron. The upshot of these many years of study by practical 
men interested in the mariner’s compass or in dynamo machines 
by theoretical men interested in looking into the nature of things 
is that, although we know a great many facts about magnetism, 
and a great deal about the relation of these facts to each other, 
we are as ignorant as ever we were as to any reason why the 
earth is a magnet, as to why its magnetic poles are in slow 
motion in relation to its substance, or as to why iron, nickel, 
and cobalt are magnetic, and nothing else, so far as we know, 
is to any practical extent. In most branches of science the more 
facts we know the more fully we recognise a continuity in virtue 
of which we see the same property running through all the 
various forms of matter. It is not so in magnetism ; here the 
more we know the more remarkably exceptional does the property 
appear, the less chance does there seem to be of resolving it into 
anything else. It seems to me that I cannot better occupy the 
present occasion than by recalling your attention to, and inviting 
discussion of, some of those salient properties of magnetism as 
exhibited by iron, nickel, and cobalt—properties most of them 
very familiar, but properties which any theory of magnetism must 
reckon with andexplain. We shall not touch on the great subject 
of the earth as a magnet—though much has been recently done, 
particularly by Riicker and Thorpe—but deal simply with mag- 


netism as a pps of these three bodies, and consider its natural. 


history, an 
material. 
To fix our ideas, let us consider, then, a ring of uniform section 
of any convenient area and diameter. Let us suppose this ring to 
be wound with copper wire, the convolutions being insulated. 
Over the copper wire let us suppose that a second wire is wound, 
also insulated, the coils of each wire being arranged as are the 
coils of any ordinary modern transformer. Let us suppose that 
the ends of the inner coil, which we will call the secondary coil, 
are connected to a ballistic galvanometer ; and that the ends of 
the outer coil, called the primary, are connected, through a key for 
reversing the current, with a battery. If the current in the 
primary coil is reversed, the galvanometer needle is observed to 
receive a sudden or impulsive deflection, indicating that for a short 
time an electromotive force has been acting on the secondary coil. 
the resistance of the secondary circuit is varied, the sudden 
deflection of the galvanometer needle varies inversely as the resist- 
ance. With constant resistance of the secondary circuit the deflec- 
tion varies as the number of convolutions in the secon circuit. 
the ring upon which the coils of copper wire are wound is made 
of wood or glass—or, indeed, of 99 out of every 100 substances 
which could be proposed—we should find that for a given current 
in the primary coil the deflection of the galvanometer in the 
secondary circuit is substantially the same. The ring may be of 
KL {i of gold, of wood, or glass—it may be solid or it may be 
oMow—it makes no difference in the deflection of the galvano- 
meter. We find, further, that with the vast majority of substances 
the deflection of the galvanometer in the secondary circuit is 
Proportional to the current in the primary circuit. If, however, 
aa . ring be of soft iron, we find that the conditions are enormously 
= erent. In the first place, the deflections of the galvanometer 
py very many times as great as if the ring were made of glass, 
see or wood. In the second place, the deflections on the 
ga vanometer in the secondary circuit are not proportional to the 
pra in the primary circuit; but as the current in the primary 
de mor is step by step increased we find that the galvanometer 
. ctions increase somewhat as is illustrated in the accompany- 
8 curve (fig.1),in which the abscissæ are proportional to the 


how it varies with the varying condition of the 


primary current, 
meter dehectons the ordinates are proportional to the galvano- 


You observe that as the primary current is 


increased the galvanometer deflection increases at first at a certain 
rate; as the primary current attains a certain value the rate at 
which the deflection increases therewith is rapidly increased, as 
shown in the upward turn in the curve. This rate of increase is 
maintainei for a time, but only for atime. When the primary 
current attains a certain value the curve bends downward, indica- 
ting that the deflections of the galvanometer are now increasing 
less rapidly as the primary current is in ; if the primary 
current be still continually increased, the galvanometer deflections 
increase less and less rapidly. 

Now what I want to particularly impress upon you is the enor- 
mous difference which exists between soft iron on the one hand, and 
ordinary substances on the other. On this di m I have taken 
the galvanometer deflections to the same scale for iron, and for 
such substances as glass or wood. You see that the deflections 
in the case of glass or wood, to the same scale, are so small as to 
be absolutely inappreciable, whilst the deflection for iron at one 
page of the curve is something like 2,000 times as great as 
or non-magnetic substances. This extraordinary property is 
possessed by only two other substances besides iron—cobalt and 
nickel. On the same figure are curves showing on the same 
scale what would be the deflections for cobalt and nickel, taken 
from Professor Rowland’s paper. You observe that they show 
the same general characteristics as iron, but in a: rather less 


. degree. Still, it is obvious that these substances may be broadly 


classed with iron in contradistinction to the great mass of other 
bodies. On the other hand, diamagnetic bodies belong distinctly 
to the other class. If the deflection with a non- etic 
ring be unity, that with iron, as already stated, may as 
much as 2,000; ‘that with bismuth, the most powerful dia- 


magnetic known, is 0°999825—a quantity differing very little from 


unity. Note, then, the first fact which any theory of magnetism 
has to explain is: Iron, nickel, and cobalt, all enormously 
magnetic ; other substances practically non-magnetic. A second 
fact is: With most bodies the action of the primary current on 
the secondary circuit is strictly | ag me to the primary 
current; with magnetic bodies it is by no means 80. 


You will observe that the ordinates in these curves, which are 
proportional to the kicks or elongations of the galvanometer, are 
called induction, and that the abscissæ are called magnetising 
force. Let us see a little more precisely what we mean by the 
terms, and what are the units of measurement taken. The elonga- 
tion of the galvanometer measures an impulsive electromotive 
force—an electromotive force acting for a very short time. C 
a condenser to a known potential, and discharge it through the 
galvanometer : the needle of the galvanometer will swing aside 
through a number of divisions proportional to the quantity of 
electricity in the condenser — that is, to the capacity and the 
potential. From this we may calculate the quantity of electricity 
required to give a unit elongation. Multiply this by the actual 
resistance of the secondary circuit and we have the impulsive 
electromotive force in volts and seconds, which will, in the 
particular secondary circuit, give a unit elongation. We muat 
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multiply this by 10° to have it in absolute C.G.S. units. Now 
the induction is the impulsive electromotive force in absolute 
C.G.8. units divided by the number of secondary coils and by 
the area of section of the ring in square centimetres. The line 
integral of magnetising force is the current in the primary in 
absolute C.G.S. units — that is, one-tenth of the current in 
ampéres—multiplied by 4 r. The magnetising force is the line 
integral divided by the length of the line over which that line 
integral is distributed. This is, in truth, not exactly the same 
for all points of the section of the ring—an imperfection so far as 
it goes in the ring method of experiment. The absolute electro- 
magnetic C.G.S. units have been so chosen that if the ring be 
rfectly non-magnetic the induction is equal to the netising 
orce. e may refer later to the permeability, as Sir W. Thomson 
calls it; it is the ratio of the induction to the magnetising force 
causing it, and is usually denoted by y. 
There is a further difference between the limited class of 
etic bodies and the great class which are non-magnetic. 
To show this, we may suppose our experiment with the ring to 
be varied in one or other ot two or three different ways. To fix our 
ideas, let us suppose that the secondary coil is collected in one 
part of the ring, which, provided that the number of turns in the 
secondary is maintained the same, will make no difference in the 
result in the galvanometer. Let us suppose, further, that the 
ring is divided so that its parts may be plucked from together, and 
the secondary coil entirely withdrawn from the ring. If now the 
primary current have a certain value, and if the ring be plucked 
apart and the secondary coil withdrawn, we shall find that, what- 
ever be the substance of which the ring is composed, the galva- 
nometer deflection is one-half of what it would have been if the 
primary current had been reversed. I should, perhaps, say ap- 
proximately one-half, as it is not quite strictly the case in some 
samples of steel, although, broadly speaking, it is one-half. This 
is natural enough, for the exciting cause is reduced from—let us 
call it a positive value—to nothing when the secondary coil is with- 
drawn ; it is changed from a positive value to an equal and oppo- 
site negative value when the primary current is reversed. Now 
comes the third characteristic difference between the magnetic 
bodies and the non-magnetic. Suppose that, instead of plucking 
the ring apart when the current had a certain value, the current 


- was raised to this value and then gradually diminished to nothing, 


and that then the ring was plucked apart snd the secondary coil 
withdrawn. If the ring be non-magnetic, we find that there is no 
deflection of the galvanometer; but, on the other hand, if the 
ring be of iron, we find a very large deflection, amounting, it may 
be, to 80 or 90 per cent. of the deflection caused by the withdrawal 
of the coil when tue current had its full value. Whatever be the 
property that the passing of the primary current has imparted to 
the iron, it is clear that the iron retains a large part of this pro- 
perty after the current has ceased. We may push the experiment 
a stage further. Suppose that the current in the primary is 
raised to a great value, and is then slowly diminished to a smaller 
value, and that the ring is opened and the secondary coil with- 
drawn. With most substances we find that the galvanometer de- 
flection is precisely the same as if the current had been simply raised 
to its final value. It is not so with iron: the galvanometer deflection 
depends not alone upon the current at the moment of withdrawal, 
but on the current to which the ring has been previously sub- 
jected. We may then draw another curve (fig. 2) representing 
the galvanometer deflections produced when the current has been 
raised to a high value and has been subsequently reduced to a 
value indicated by the abscisse. This curve may be properly 
called a descending curve. In the case of ordinary bodies. this 
curve is » straight line coincident with the straight line of the 
ascending curve, but for iron isa curve such as is represented in 
the drawing. You observe that this curve descends to nothing like 
zero when the current is reduced to zero; and that when the cur- 
rent is not only diminished to zero, but is reversed, the galvano- 
meter deflection only becomes zero when the reversed current has 


' @ substantial value. This property possessed by magnetic bodies 


of retaining that which is impressed upon them by the primary 
current has been called by Prof. Ewing “ hysteresis,” or, as similar 
properties have been observed in quite other connections, “ mag- 
netic hysteresis.” The name is « good one, and has been adopted. 
Broadly speaking, the induction as measured by the galvanometer 
deflection is independent of the time during which the successive 
currents have acted, and depends only upon their magnitude and 
order of succession. Some recent experiments of Prof. Ewing, 
however, seem to show a well-marked time effect. There are 
oe features in these experiments which require more eluci- 
tion. 
. It has been pointed out by Warburg, and subsequently by 
Ewing, that the area of curve 2 is a measure of the quantity of 
energy expended in changing the magnetism of the mass of iron 
from that produced by the current in one direction to that pro- 
duced by the current in the oppusite direction and back again. 
The energy expended with varying amplitude of magnetising 
forces has been determined for iron, and also for large maynetising 
forces for a considerable variety of samples of steel. Different 
sorts of iron and steel differ from each other very greatly in this 
respect. For example, the energy lost in a complete cycle of re- 
xersals in a sample of Whitworth’s mild steel was about 10,000 
ergs per cubic centimetre; in oil-hardened hard steel it was 
near 100,000; and in tungsten steel it was near 200,000—a 
range of variation of 20 to 1. It is, of course, of the greatest pos- 
sible importance to keep this quantity low in the case of arma- 
tures of dynamos, and in that of the cores of transformers. If 


the “armature of a dynamo machine be made of good 


iron, the loss from hysteresis may easily be less than 1 per 
cent.; if, however, to take an extreme case, it were made of 
tungsten steel, it would readily amount to 20 per cent. In 
the case of transformers and alternate-current dynamo machines, 
where the number of reversals per second is great, the loss of 
power by hysterisis of the iron, and the consequent heating, 
become very important. The loss of power by hysteresis increases 
more rapidly than does the induction. Hence it is not well ig 
such machines to work the iron to anything like the same inten. 
sity of induction as is desirable in ordinary continuous current 
machines. The quantity, © a, when measured in proper units, as 
already explained—that is to say, the reversed magnetic force, 
which just suffices to reduce the induction as measured by the kick 
on the galvanometer to nothing after the material has been sub 
mitted to a very great magnetising force—is called the “ coercive 
force,” giving a definite meaning to a term which has long beep 
used in a somewhat indefinite sense. The quantity is really the 
important one in judging the magnetism of short permanent 
magnets. The residual magnetism, o B, is then practically of no 
interest at all; the magnetic moment depends almost entirely upon 
the coercive force. The range of magnitude is somewhat greater 
than in the case of the energy dissipated in a complete reversal, 
For very soft iron the coercive force is 1°6 C.G.S.. units ; for 
tungsten steel, the most suitable material for magnets, it is 51 in 
the same units. A very good guess may be made of the amount 
of coercive force in a sample of iron or steel by the form of the 
ascending curve, determined as I described at first. This is readily 
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seen by inspection of fig. 3, which shows the curves in the cases of 
wrought iron, and steel containing 0°9 per cent. of carbon. With 
the wrought iron a rapid ascent of the ascending curve is made, 
when the magnetising force is small and the coercive force is 
small; in the case of the hard steel the ascent of the curveis 
made with a larger magnetising current, and the coercive force 
is large. There is one curious feature shown in the curve for 
hard steel which may, so far as I know, be observed in 
magnetisable substances: the ascending curve twice cuts the 
descending curve, as at mand wn. This peculiarity was, so fara 
I know, first observed by Professor G. Wiedemann. | 

I have already called emphatic attention to the fact that 
magnetic substances are enormously magnetic, and that non 
magnetic substances are hardly at all magnetic; there & 
between the two classes no intermediate class. The magnetit 
property of iron is exceedingly easily destroyed. If iron be 
alloyed with 12 per cent. of manganese, the kick on the galvane 
meter which the material will give, if made into a ring, is only 
about 25 per cent. greater than is the case with the most com 
pletely non-magnetic material, instead of being some hundreds of 
times as great, as would he the case withiron. Further, with this 
manganese steel, the kick on the galvanometer is strictly propot 
tional to the magnetising current in the primary, and the material 
shows no sign of hysteresis. In short, all its properties would be 
fully accounted for if we supposed that manganese steel consisted 
of a perfectly non-magnetic material, with a small percentage 


metallic iron mechanically admixed therewith. Thus the property à 


of non-magnetisablity of manganese steel is an excellent proof of 
the fact—which is also shown by the non-magnetic properties 
most compounds of iron—tbat the property appertains to thé 
molecule, and not to the atom ; or, to put it in another way, suppow# 
that we were to imagine manganese steel broken up into sm 


particles, as these particles became smaller there would at length f 


arrive a point at which the iron and the manganese would 
entirely separated from each other ; when this point is r 
the particles of iron are non-magnetic. By the magnetic mol 
of the substance we mean the smallest part which has all the mag 
netic properties of the mass. The magnetic molecule must be big 
enough to contain its proportion of manganese. In iron, then, 
must have a collection of particles of such magnitude that it woul 
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be possible for the manganese to enter into each of them, to con- 
stitute an element of the magnet. Manganese is, so far as I know, 
a non-magnetic element. Smaller proportions of manganese reduce 
the magnetic property in a somewhat less degree, the reduction 
being greater as the quantity of manganese is greater. It appeared 

ible that the non-magnetic property of manganese steel 
was due.to the coercive force being very great—that, in fact, in all 
experiments we were still on that part of the magnetisation curve 
below the rapid rise, and that if the steel were submitted to greater 
forces it would presently prove to be magnetic, like other kinds of 
steel. Prof. Ewing, however, has submitted manganese steel ts 
very great forces indeed, and finds that its magnetism is always 
proportional to the magnetising force. 

o single body is known having the property of capacity for 
magnetism in a degree which is neither very great nor very 
small; but intermediate between the two extremes. We can, 
however, mix magnetic and non-magnetic substances to form 
bodies apparently intermediate. It is, therefore, interesting to 
consider what the properties might be of such a mixture. It 
depends quite as much on the way in which the magnetic part 


according as the matrix or the 
material. Suppose that the volume of the spheres is one-half of 
the whole volume. In fig. 7 we have approximately the curve 
for iron, for a mixture of 
magnetic material ; the spheres being non-magnetic and the matrix 
iron, and for a mixture, the spheres being iron, and the matrix 
non-magnetic. Observe the great difference. When the spheres 
are iron, the induction is near four times the force for all values 
of the force. When the matrix is iron, the induction is near ?ths 
of the induction when the material is iron only. 


spheres are of the magnetic 


equal quantities of iron and a non- 


In speaking of the properties of bodies which, like manganese 


steel, are slightly magnetic, it may be well here to enter a 
caution. But little that is instructive is to be learned by testing 
filings, or the lke, with magnets, as these show but little 
difference between bodies which are slightly magnetic and those 
which are strongly magnetic. Suppose the filings to be spheres, 
in the following table are given pa ge mt value of the forces 
they would experience in terms of y, if placed in a magnetic field 
of given value, » having its ordinary signification—that is, bein 

the ratio of the kick on the galvanometer when a ring is tried 
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1s arranged in the mass, as on its actual quantity. Suppose, for 
example, it is arranged as in fig. 4—in threads or plates having a 
very long axis in the direction of the magnetising force—we may 
at once determine the curve of magnetisation of the mixture 
from that of the magnetic substance by dividing the induction 
for any given force in the ratio of the whole volume to the 
volume of magnetic substance. If, on the other hand, it is as in 
fig. 5—with a very short axis in the direction of the force, and a 
long axis perpendicular thereto—we can equally construct the 
curve of magnetisation. This is done in fig. 6, which shows the 
curve when nine-tenths of the material is highly magnetic iron 
arranged as in fig. 5, whilst the other curve of the same figure 
is that when only one-tenth is magnetic, but arranged as in 

- 4. You observe how very different is the character of the 
curve—a difference which is reduced by the much less proportion 
of magnetic material in the mixture in the one case than in 
the other. One peculiarity of these arrangements of the two 
materials in relation to each other is, that the resulting material 
à not isotropic; that is, its properties are not the same in all 
directions, but depend upon the direction of the magnetising force 
in the material. Of course, this is not at all a probable arrange- 
a but it is instructive in showing the character of the result 
as depending upon the construction of the material. Let us, 
oo consider the simplest isotropic arrangement; let us 
my that one material is in the form of spheres bedded in a 
we x à of the other : if the spheres are placed at random this is 

early an isotropic arrangement. The result is very different 
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made of the material of the filing to the kick if the ring is made 
of a perfectly non-magnetic material :-— ‘ | | 


Attraction. 
1 0  Non-magnetic body 
1°47 0°18 Manganese steel with 12 per cent. 
3°6 1:22 Manganese steel with 9 per cent. 
5 15 
10 21 
100 2'8 
1,000 2-98 


Now, bodies in which p is so small as 3°6 belong distinctly o ae 
non-magnetic class; but the test with the magnet would very 
markedly distinguish them from manganese steel with 12 per cent. 
of manganese. The distinction, however, between » = 3°6 and 
» = 1,000 is comparatively small; whereas, under the conditions 
of experiment, u is much more than 1,000 for most bodies of which 
iron is the principal constituent. | 


The effect of stress on the magnetic properties of iron and nickel 


have been studied by Sir W. Thomson. A fact interesting from x 
broad and general point of view is that the effects of stress are 
different in kind in the case of iron and nickel. In the case of 
iron, for small magnetising forces in the direction of the tension, 
tension increases the orces 
it. In the case of nickel the effect is always to diminish the mag- 
netisation. 


etisation ; for large forces, diminishes 


When one considers that the magnetic property is peculiar to 
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three substances—that it is easily destroyed by the admixture of 
some foreign body, as manganese—one would naturally e t 
that its existence would depend also on the temperature of the 
body. This is found to be the case. It has long been known that 
iron remains magnetic to a red heat, and that then it somewhat 
suddenly ceases to be etic, and remains at a higher tempera- 
ture non-magnetic. It has long been known that the same 
thing happens with cobalt, the temperature of change, how- 
ever, being higher; and with nickel, the temperature being 
lower. The magnetic characteristics of iron at a high tempera- 
ture are interesting. Let us return to our ring, and let us 
sup that the coils are insulated with a refractory material, 
such as asbestos paper, and that the ring is made of the best soft 
iron. We are now in a position to heat the ring to a high 
temperature, and to experiment upon it at high temperatures 
in exactly the same way as before. The temperature can be ap- 
proximately determined by the resistance of one of the copper 
coils. Suppose, first, that the current in the primary circuit 
which we use for magnetising the ring is small; that from time 
to time, as the ring is heated and the temperature rises, an 
experiment is made by reversing the current in the primary 
circuit and observing the deflection of the galvanometer needle. 
At the ordinary temperature of the air the deflection is com- 
paratively small; as the temperature increases the deflection 
also increases, but slowly at first; when the temperature, how- 


ever, reaches something like 600° C., the galvanometer deflection. 


begins very rapidly to increase, until, with a temperature of 
770° C., it attains a value of no less than 11,000 times as great 
as the deflection would be if the ring had been made of glass or 
copper, and the same exciting current had been used. Of course, 
a direct comparison of 11,000 to 1 cannot be made; to make it 
we must introduce resistance into the secondary circuit when the 
iron is used; and we must, in fact, make use of larger currents 
when copper is used. However, the ratio of the induction in the 
case of iron to that in the case of copper, at 770° C., for small 
forces is no less than 11,000 to 1. Now mark what happens. 
The temperature rises another 15° C.; the deflection of the needle 
suddenly drops to a value which we must regard as infinitesimal 
in comparison to that which it had at a temperature of 770° C.; 
in fact, at the higher temperature of 785° C. the deflection of the 
galvanometer with iron is to that with copper in a ratio not 
exceeding that of 1:14 to 1. Here, then, we have a most remark- 
able fact: at a temperature of 770° C. the magnetisation of iron 


11,000 times as great as that of a non-magnetic substance ; at a 
temperature of 785° C. iron practically non-magnetic. These 
Fig’ 8. 
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changes are shown in fig. 8. Suppose now that the current 
in the primary circuit which serves to magnetise the iron had 
been great instead of very small. In this case we find a 
very different order of phenomena. As the temperature rises 
the deflection on the galvanometer diminishes very slowly 
till a high temperature is attained; then the rate of decrease 
is accelerated until, as the temperature at which the sudden 
change occurred tor small forces is reached, the rate of dimi- 
nution becomes very rapid indeed, until, finally, the magnetism 
of the iron disappears at the same time as for small forces. 
Instead of following the magnetisation with constant forces for 
varying temperatures, we may trace the curve of magnetisation 
for varying forces with any temperature we please. Such curves 
are given in diagrams 9 and 10. In the one diagram, for the 
purpose of bringing out different points in the curve, the scale of 
abscissæ is 20 times as great as in the other. You will observe 
that the effect of rise of temperature is to diminish the maximum 


785800C 


magnetisation of which the body is capable, slowly at first, and 


rapidly at the end. It is also very greatly to diminish the 


coercive force, and to increase the facility with which the 
body is magnetised. To give an idea of the magnetising forces 
in question, the force for fig. 8 was 0°3; and as you see from 
figs. 9 and 10, the force ranges as high as 60. Now the earth’s 
force in these latitudes is 0°43, and the horizontal component 
of the earth’s force is 0°18. In the field of a dynamo machine 
the force is often more than 7,000. In addition to the general 
characteristics of the curve of magnetisation, a very interesting, 
and, as I take it, a very important, fact comes out. I have al y 
stated that if the ring be submitted to a great current in one 
direction, which current is afterwards gradually reduced to zero, 
the ring is not in its non-magnetic condition, but that it is, in 
fact, strongly magnetised. Suppose now we heat the ring, whilst 
under the influence of a strong magnetising current, beyond the 
critical temperature at which it ceases to have any magnetic 

roperties, and that then we reduce the current to zero, we may 
in this state try any experiment we please. Reversing the current 
on the ring, we shall find that it is in all cases non-magnetic. Sup- 
pose next that we allow the ring to cool without any current in the 
primary, when cold we find that the ring is magnetised; in fact, 


it has a distinct recollection of what had been done to it before €, 


it was heated to the temperature at which it ceased to be magnetic. 
When steel is tried in the same way with varying temperatures, a 
similar sequence of phenomena is observed ; but for small forces 
the ae va rises to a lower maximun, and its rise is less 
rapid. The critical temperature at which magnetism disappears 
changes rapidly with the composition of the steel. For very soft 
charcoal iron wire the critical te.nperature is as high as 880°C. ; 
for hard Whitworth steel it is 699° C. 

The properties of an alloy of manganese and iron are curious. 
More curious are those of an alloy of nickel and iron. The alloy 
of nickel and iron containing 25 per cent. of nickel is non- 
magnetic as it is sure to come from the manufacturer ; that is 
to say, a substance compounded of two magnetic bodies is non- 
magnetic. Cool it, however, a little below freezing, and its 
properties change: it becomes very decidedly ‘magnetic. This 
is perhaps not so very remarkable: the nickel steel has a low 
critical temperature—lower .than we have observed in any other 
magnetisable body. But if now the cooled material be allowed 
to return to the ordinary temperature it is magnetic; if it be 
heated it is still magnetic, and remains magnetic till a tem- 
perature of 580°C. is attained, when it very rapidly becomes 
non-magnetic, exactly as other magnetic bodies do when they 
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pass their critical temperature. Now cooi the alloy: it is non- 
magnetic, and remains non-magnetic till the temperature 
fallen to below freezing. The history of the material is shown 
in fig. 11, from which it will be seen that from—20° C. to 580° C. 
this alloy may exist in either of two states, both quite stable— 
a magnetic and a non-magnetic—and that the state is determined 
by whether the alloy has been last cooled to —2J° C. or heated 
to 580° C. 

Sudden changes occur in other properties of iron at this very 
critical temperature at which its magnetism disappears. For 
example, take its electrical resistance. Oa the curve, fig. 12,1 
shown the electrical resistance of iron at various temperatures, 
and also, in blue, the electrical resistance of copper or other pure 
metal. Observe the difference. If the iron is heated its resistance 
increases with an accelerating velocity, until, when near the 
critical temperature, the rate of increase is five times as much as 
the copper ; at the critical temperature the rate suddenly change, 
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and it assumes a value which, as far as experiments have gone, 
cannot be said to differ very materially from a pure metal. The 
resistance of manganese steel shows no such change ; its tempera- 
ture coefficient constantly has the value of “0012, which it has 
at the ordinary temperature of the air. The electrical resistance 
of nickel varies with temperature in an exactly similar manner. 
Again, Prof. Tait has shown that the thermo-electric properties 
of iron are very anomalous—that there is a sudden change at or 
about the temperature at which the metal becomes non-magnetic, 
and that before this temperature is reached the variations of 
thermo-electric property are quite different from a non-magnetic 
metal. 
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Prof. Tomlinson has investigated how many other properties 
of iron depend upon the me get But the most significant 
henomenon is that indicated by the property of recalescence. 

rof. Barrett, of Dublin, observed that if a wire of hard steel 
is heated to a very bright redness, and is then allowed to cool, 
the wire will cool down till it hardly emits any light at all, and 
that then it suddenly glows out quite bright again, and after- 
wards finally cools. This phenomenon is observed with great 
difficulty in the case of soft iron, and is not observed at all in 
the case of manganese steel. A fairly approximate numerical 
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measurement may be made in this way : Take a block of iron 
or steel on which a groove is cut, and in this groove wind a coil 
of copper wire insulated with asbestos; cover the coil with 
mauy layers of asbestos ; and finally cover the whole lump of iron 
or steel with asbestos again. We have now a body which will 
heat and cool comparatively slowly, and which will lose its heat 
ab a rate very approximately: proportional to the difference of 
temperature between it and the surrounding air. Heat the block 
to a bright redness, and take it out of the fire and observe the 
resistance of the copper coil as the temperature falls, due to the 
cooling of the block. Plot a curve in which the abscisse are the 
times, and the ordinates the logarithms, of the increase of resist- 
ance of the copper coil above its resistance at the temperature of 
the room. If the specific heat of the iron were constant, this 
curve would be a straight line; if at any particular temperature 
latent heat were liberated, the curve would be horizontal so lon 
as the heat was being liberated. If now a block be made o 
manganese steel, it is found that the curve is very nearly a 
straight line, showing that there is no liberation of latent heat at 
any temperature. If it is made of nickel steel with 25 per cent. 
of nickel, in its non-magnetic state, the result is the same—no 
sign of liberation of heat. If now the block be made of hard steel, 
the temperature diminishes at first; then the curve (fig. 13) 
which represents the temperature bends round: the temperature 
rs d rises many degrees whilst the body is losing heat. The 
iberation of heat being completed, the curve finally descends as 
den J line. From inspection of this curve it is apparent why 
ard steel exhibits a sudden accession of brightness as it yields 
up its heat. In the case of soft iron the temperature does not 


actually rise as the body loses heat, but the curve remains hori- 
zontal, or nearly horizontal, for a considerable time. This, again, 
shows why, although a considerable amount of heat is liberated 

a temperature corresponding to the horizontal part of the curve, no 
marked recalescence can be obtained. From curves such as these 
it is easy to calculate the amount of heat which becomes latent. As 
the iron passes the critical point it is found to be about 200 times a 
much heat as is required to raise the temperature of the iron 1° 
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Centigrade. From this we get a very ee idea of the importance 
of the phenomenon. When ice is melted and becomes water, the 
heat absorbed is 80 times the heat required to raise the tempera- 
ture of the water 1° Céntigrade, and 160 times the heat required to 
raise the temperature of the ice by the same amount. The tempera- 
ture of recalescence has been abundantly identified with the criti- 
cal temperature of magnetism.* I am not aware that anything 
corresponding with recalescence has been observed in the case of 
nickel. Experiments have been tried, and gave a negative result, 
but the sample was impure ; and the result may, I think, be dis- 
trusted as an indication of what il would be in the case of pure 
nickel. The most probable explanation in the case of iron, at all 
events, appears to be that when iron passes from the magnetic to 
the non-magnetic state it experiences a change of state of com- 
parable importance with the change from the solid to the liquid 
state, and that a large quantity of heat is absorbed in the change. 
There is, then, no need to suppose chemical change; the great 
physical fact accompanying the absorption of heat is the disap- 
pearance of the capacity for magnetisation. 

What explanations have been offered of the phenomena of mag- 
netism? ‘That the explanation must be mol r was early 
apparent. Poisson’s hypothesis was that each molecule of a - 
net contained two magnetic fluids, which were separated from eac 
other under the influence of magnetic force. His theory explained 


*I have only recently become acquainted with the admirable 
work of M. Osmond on recalescence. He has examined a great 


variety of samples of steel, and determined the temperatures at — 


which they give off an exceptional amount of heat. Some of his 
results are apparent on my own curves, though I had assumed 
them to be mere errors of observation. For ee referring to 
my Royal Society paper, there is, in fig. 38, a hint of a second 
small anomalous point a little below the largerone. And, com- 
paring fige. 38 and 38a, we see that the higher the heating the 
lower is the point of recalescence ; both features are brought out 
by M. Osmond. The double recalescence observed by M. Osmond 
in steel, with a moderate quantity of carbon, I would explain pro- 
visionally by supposing this steel to be a mixture of two kinds 
which have different critical temperatures. Although M. Osmond’s 
method is admirable for determining the temperature of recales- 
cence, and whether it is a single point or multiple, it is not adapted 
to determine the quantity of heat liberated, as the small sample 
used is enclosed in a tube of considerable mass, which cools down 
at the same time as the sample experimented upon. 
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of magnetism induced by proximity to magnets, but 
beyond this it could not 


at a high temperature. It does, however, give more 
that the ility of iron could not exceed a limit 
its actual value, and that it should be constant for 
the material, and independent of the force applied. Poisson gave 
his theory a beautiful mathematical devolopment, still useful in 
magnetism and in electrostatics. À 
Weber’s theory is a very distinct advance on Poisson’s. He sup- 
that each molecule of iron was a magnet with axes arranged 
at random in the body; that under the influence of magnetising 
force the axes of the little magnets were directed to parallelism 
in a greater degree as the force was greater. Weber's theory 
thoroughly explains the limiting value of magnetisation, since 
nothing more can be done than to direct all the molecular axes in 
the same direction. As modified by Maxwell, or with some similar 
modification, it gives an account of hysteresis, and of the general 
form of the ascending curve of magnetisation. It is also very 
convenient for stating some of the facts. For example, what we 
know regarding the effect of temperature may be expressed 
by saying that the magnetic moment of the molecule di- 
minishes as the temperature rises, hence that the limiting 
moment of a magnet will also diminish ; but that the facility 
with which the molecules follow the magnetising force is also 
increased, hence the great increase of x for small forcer, and its 
almost instantaneous extinction as the temperature rises. Again, 
in terms of Weber’s theory, we can state that rise of temperature 
enough to render iron non-magnetic will not clear it of residual 
magnetism. The axis of the molecules are brought to parallelism 
by the force which is impressed before and during the time that 
the magnetic property is disappearing; they remain parallel 
when the force ceases, though, being now non-magnetic, their 
effect is nil. When, the temperature falling, they become again 
magnetic, the effect of the direction of their axes is apparent. 
But Weber’s theory does not touch the root of the matter by 
connecting the magnetic property with any other property of 
iron, nor does it give any hint as to why the moment of the 
molecule disappears so rapidly at a certain temperature. 

Ampére’s theory may be said to be a development of Weber’s : 
it purports to state in what the magnetism of the molecule 
consists. Associated with each molecule is a closed electric 
current in a circuit of no resistance; each such molecule, with its 
current, constitutes Weber’s magnetic molecule, and all that it 
can do they cando. But the great merit of the theory—and a 
very great one it is—is that it brings magnetism in as a branch of 
electricity ; it explains why a current makes a magnetisable body 
magnetic. It also gives, as extended by Weber, an explanation 
of diamagnetism. It, however, gives no hint of connecting the 
magnetic properties of iron with any other property. Another 
difficulty 1s this: When iron ceases to be magnetisable, we must 
assume that the molecular currents cease. These currents 
represent energy. We should therefore expect that, when iron 
ceased to be magnetic by rise of temperature, heat would be 
liberated ; the reverse is the fact. 

So far as I know, nothing that has ever been proposed even 
attempts to explain the fundamental anomaly, Why do iron 


nickel, and cobalt possess a property which we have found 


ncwhere else in nature? It may be that at lower temperatures 
o‘her metals would be magnetic, but of this we have at present 
ro indication. It may be that, as has been found to be the case 
vith the permanent gases, we only require a greater degree of 
cold to extend the rule to cover the exception. For the present, 
the magnetic properties of iron, nickel, and cobalt stand as 
exceptional as a breach of that continuity which we are in the 
habit of regarding as a well-proved law of nature. 


Discussion. 
(Authorised Abstract) 


Sir WiLL1am THomson said the President had done well to 


emphasise the marvellous properties of iron, nickel and cobalt, 


but he thought these properties were not quite so much isolated 
as would appear from the address. Faraday showed the con- 
tinuity between paramagnetic and diamagnatic bodies, and 
that all substances are susceptible to magnetism when subjected 
to sufficiently intense magnetising forces. He had also compared 
the relative susceptibilities of materials such as glass, bismuth, 
wood, &c.; but the absolute determination of their susceptibilities 
still presents a large field for interesting and valuable research. 
The fact that the magnetic properties of such substances could be 
compared was itself of immense importance, whilst Tyndall’s 
observations un the properties of bread, Iceland spar, &c., which 


«an be made, or are naturally magnetically anisotropic, further 


euhances the interest connected with the subject. The pro- 


_digious difference between the magnetic properties of iron, nickel 


and cobalt, and those of other substances, the speaker considered 
to be one of the great marvels of nature, and many ideas had 
been suggested by the President’s address, which so forcibly 
emphasised these great distinctions. Referring tothe absence of 
defiection of the ballistic galvanometer when a copper core is 
withdrawn from a coil, he said this does not prove that no effect 
takes place in the copper during the process, for in reality two 
equal and opposite effects oceur in rapid succession, thus neutralis- 
ing each other’s influence on the slow moving needle. In iron, 


however, in addition to these induced currents in the metal itself, 
a change in the induced magnetism makes itself evident by a 
throw of the needle. The fact that a current or magnet when 
placed near iron exerts a permanent influence on the iron, whereas 
no such effect is produced on copper or non-magnetic bodies, 
always seemed to him a marvellous difference. As regards the 
President’s remark that Poisson’s theory gave no hint of 
hysteresis, this he thought was open to question, for the theory 
refers to coercive force, and this is hysteresis under anvuther 
name. Coming to the subject of recalescence, Sir William 
said this was of immense importance, and one of the 
wonders duly accentuated by the President. In this connec. 
tion he wished to add that most of the work on the latent 
heat of iron about the temperature at which recalescence 
occurs, had been done by the President himself. The 

about the ripple in fig. 13 requires further investigation and, 
if possible, a cycle such as Andrews used in his experiments on 
evaporation and condensation, should be devised. The material 
exists in two or more different states at the same temperature, and 
if the effect is reversible, then the iron should cool whilst heat is 
being supplied to it. In conclusion, Sir William suggested that 
several physical properties of the material should be tested stati- 
cally whilst it was kept at temperatures little above and little 
below the critical one, and also during the various states in which 
the material exists at the same temperature. 

Prof. Ew1ne said he was glad to congratulate the society on 
being favoured with such a valuable address, for he was sure that 
it had been nv less interesting to those little acquainted with the 
subject than to those familiar with recent reseurches. He, bim- 
self, was particularly interested in the matter, and was surprised 
that all the facts relating to magnetisation had been so clearly 
stated without using the word ‘‘ susceptibility ’’ or the expression 
‘‘intensity of magnetisation.”” Commenting on the enormous 
amount of hysteresis exhibited by the alloy of nickel and iron (fig. 
11), Prof. Ewing said he had looked for hysteresis in similar alloys, 
and found none; now he saw why he found none, fur his experi- 
ments were made between ordinary atmospheric temperatures and 
212° F., whilst Dr. Hopkinson, by increasing the range of tempera- 
ture, had passed the critical points, and shown the hysteresis to 
be very great. One other point he wished to mention in connec- 
tion with a probable instability which exists when iron is subjected 


‘wa 


to small magnetising forces. Take tle ordinary curve of magneti- 
sation, this may be divided into three portions, 0 A. a B, BC (see 
fig). The part, o a, had been shown by Lord Rayleigh to be a 
straight line, and he (the speaker) tuund that in « true magnetisa- 
tion curve, where the condition ot endlessness was perfectly satis- 
fied, the part, a B, should be vertical, or nearly so. His own ex- 
periments were made on rods from 300 to 400 diameters long, and 
on treating these mathematically as ellipsoids, he found that the 
magnetising force, H, should be measured from a line, o p, which 
is practica]ly parallel to À B. A similar result had quite recently 
been obtained by Mr. Nagaroka, who, in some experiments on the 
magnetisation of nickel when subjected to mechanical stresses, 
had succeeded in lengthening the part, o a, considerably, and then 
found a B to be practically vertical. In his own (Prof. Ewing’s) 
experiments on iron, he found that by tapping a rod whilst sub- 
jected to magnetising force, a permeability of 20,000 could be 
vbtained. 
‘I'he discussion was adjourned until the 23rd inst. 


New York City Management.—In the fever of the 
recent panic, the New York City authorities appear to 


have gone merrily about cutting down wires and poles, 


without pausing to consider whether the wires were 
safe or dangerous. Naturally a reaction is setting in. 
The New York Times, erst one of the chief advocates 
of wholesale destruction, is now asking if anything is 
going to be done in the way of construction, “ or are 
we to sit in darkness and admit that electric ligbting 


is a failure?” Theauthorities, our contemporary adds, — 


are “tearing down as if doomsday were near, and we 
. 9 
were never more to have occasion for lighted streets. 


-It is said 472,692 ft. of wires, and 338 poles have been 


removed. 
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COMMUNICATIONS FROM AUSTRIA- 
HUNGARY. 


(FROM A CORRESPONDENT.) 


I, some time ago, informed you that the water-power 
existing near the celebrated Austrian watering-place 
Gastein, was about to be utilised for the manufacture 
of aluminium. This project is now actually being 
brought into execution, and yesterday (January 8th), 
under the auspices of the Vienna “ Landerbank,” 
there took place a congress of Berlin, Frankfort and 
Swiss firme, for the installation of the aluminium 
works at Leyd-Gastein. The production will take place 
electrically as is the case at Neuhaus, in Switzerland, 
which works belong to the same syndicate, and have 
been for some time in operation. For working the 
electrical machines, 6,000 horse-puwer are available 
from the ‘ Gasteiner-Ache ” (name of a stream). 
Austrian capitalists participate to the extent of three- 
tenths and German firms to seven-tenths. 

The telephonic connection between Vienna and 
Prague has been interrupted in consequence of the 
heavy glaciation of the wires, which were coated with 
ice to the thickness of a man's arm. It appears that 
the copper wires as weli as the bronze arms of the 
telephone lines are not strong enough to bear the 
results of the weather. Hence the arrangement has 
been made to substitute arms of steel, and stronger 
wires are being put up. As this is the first winter 
which the Vienna-Prague telephone line has had to 
encounter, accurate observations are being made by the 
Ministry of Commerce, as to the means of avoiding 
such disturbances in future. 

The intercommunication on the line from Vienna to 
Buda-Pest—just opened—is being slowly developed. The 
line is used by about 80 persons daily. This relatively 
slight demand is ascribed to the circumstance that the 
connection between the parties is now somewhat 
tedious, as the correspondent has first to receive notice 
telegraphically or telephonically (if practicable). As 
soon as the subscribers of the two telephonic nets are 
brought into direct communication with each other the 
intercommunication will doubtless increase. 

At a meeting of the Austrian Meteorological Society 
Dr. Pernter communicated some interesting observa- 
tions made on the “Sonnblick” (3,000 metres in 
height). The assistant, Peter Lechner, is now pass- 
ing his third winter there as observer. At the sugges- 
tion of Dr. Pernter he has made five daily observations 
of the electric noises in his telephone, and for 20 
months he has registered them on a scale where 0 stands 
for absolute silence and the strongest rattling as5. It 
appears that in winter the telephonic noise decreases 
from morning to noon, and then rises in the night to a 
high maximum. In summer there is a constant increase 
from morning to night. In spite of many investiga- 
tions Dr. Pernter has not been able to find any explana- 
tion of this periodicity. Its solution remains an in- 
teresting problem. 

As regards the account (which you have reproduced) 
of the vertical tramline about to be undertaken by the 
Bada-Pest Tram Company conjointly with the firm 
Ganz & Co., on the system whicu you have described, 
I have to inform you that the municipality has given 


its consent for the construction of a short trial line on 
this plan. 


Lighting of Bridlington.—The inhabi- 

: 8 of Bridlington Quay are seriously considering the 
enr of adopting the new light. It appears that 
te Present gas supply is extremely unsatisfactory. It 
np publicly stated on a recent occasion that the Local 
“ae could only light the town on an average 3} 

onrs per night, and that the lighting had to be 
pa diecontinued in the sammer in order to afford 
his adequate supply during the winter. It was 
ee £9 ge that the town could be lighted by electricity 

» Or £100 more than it now pays for gas, 


NOTES. 


Electric Light in Bradford.— At the monthly 
meeting of the Bradford Town Council, held on 
Tuesday Jast, authority was given to expend a farther 
sum of £10,000 upon electricity works. When the 
Corporation opened its central station in September 
last the demand only amounted to a current of 330 
ampéres. The demand has increased very rapidly 
since then, and 1,520 ampéres are now being 
supplied. This is as much as the existing plant is 
capable of producing, and the additional vote is 
required for the purpose of providing more apparatus. 
Mr. Sydney Baynes has been appuinted managing 
engineer for the electric lighting works. 


St. Luke's Vestry and the Light.—At a recent meeting 
of the Vestry a letter was read from the Metropolitan 
Electric Supply Company, Limited, stating that it is 
not their intention to proceed with their proposed 
a to the Board of Trade for a provisional 
order. 


Hove and the Electric Light.—The Electric Light 
Sab-Committee has been strengthened, and empowered 
to oppose as it thinks fit the application of the Brighton 
a Hove Electric Light Company for a provisional 
order. 


Hornsey and the Electric Light.—At the last meeting 
of the Hurnsey Local Board of Health there was a 
general consensus of opinion that the Board should 
not grant to any company exclusive powers in 
the district. The Board considers it can do the lighting 
roars with the surplus power at the new sanitary 

epôt. 


Electric Lighting of Beverley.—The Town Council 
of Beverley recently considered the question of the 
electric lighting of that borough and the advisability 
of the Corporation undertaking the work. 


The Electric Lighting of the Strand.—At the last 
meeting of the Strand Board of Works a discussion 
took place on the imperfect lighting of Covent Garden 
and the neighbourhood, and several additional lamps 
were ordered. Some disappointment was expressed at 
the delay in the electric lighting of the Strand ; this, it 
is understood, cannot now be taken in Land until after 
the London season. The work of providing the light 
fur the whole district will, the surveyor thinks, be com- 
pleted in 18 months, 


Marylebone Lighting.—At a recent meeting of the 
vestry it was agreed that notice should be given to the 
Metropolitan Electric Light Supply Company that where 
vaults exist under the footway pavements of any of the 
streets of the parish, the mains of the company shall be 
laid only in the roadway of such streets ; and, further, 
that the company be made to deposit a sum of 2s. in 
footway and 3s. in roadway per lineal yard wherever 
commencing operations. 


The Electric Lighting of Newcastle—The New- 
castle and District Electric Lighting Company com- 
menced operations on the 10th, the first premises to 
receive the new light being the Douglas Hotel, Messrs. 
Handysides, and the London Sapply Stores. In the 
course of a few days the Crown and Alexandra Hotels. 
will be similarly lighted. The effect of the new lumi- 
nant as compared with the gas light in the adjoining 
premises is said to have elicited the approval of all who 
witnessed it. It is calculated that the saving by its use 
in decoration and painting will be very considerable. 
The proprietors of the Tyne Theatre propose placing a 
very large and powerful light on the top of the build- 
ing, which will light up the whole of the neighbour- 
hocd ; and the owners of many large buildings in the 
town have signified their intention of adopting the 
new light. 
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The Cheapness of the Electric Light.—Mr. E. P. 
Philpots, of Bourne Hall, Bournemouth, who was one of 
the pioneers of the electric light in that town, has 
recently given his experiences with regard to the value 
of that illaminant. He says: “As a large consumer, 
by producing it myself, I find it cheaper than gas, as 
the steam, which drives my engine, pumps up water 
from my well, heats the house, and assists in cooking. 
Amongst other advantages arising from its use, I may 
mention that I save £60 a ysar in decoration, the air in 
the house is kept purer, and in my dining room, 
where daily upwards of 100 sat down at one time 
during last week, the temperature during a meal never 
rose more than three degrees. My regret now is that I 
had not the courage to use it in my bed rooms, instead 
of only lighting the public rooms and corridors with it. 
I trust that the public will support the Brush Com- 
pany by universally adoping it, because, apart from its 
excellence and convenience, the greater the consump- 
tion of (or of any commodity), the cheaper its produc- 
tion becomes.” 


The Electric Lighting of London.—The Electricity 

Supply Corporation has abandoned its proposed order 
_ for powers to light the parish of Paddington, thus 
leaving the order deposited by the House-to-House 
Electric Supply Company unopposed, so far as the Cor- 
poration is concerned. The Corporation has also aban- 
doned its proposed order for the lighting of the districts 
of St. Giles and the Strand Board of Works respectively. 


Gas Mains.—At a recent meet- 
ing of the Manchester Association of Engineers the 
president, Mr. John West, said that in practice he 
thought the most economical and satisfactory way of 
producing and supplying electricity to the consumers 
would be by gas enginés on their own premises, or 
a system of very small central stations where a few 
houses or shops in close proximity could be worked 
by the direct system of distribution. At the present 
time they had in Manchester excellent distributing 
plant for the purpose in the existing gas mains, which, 
by the aid of gas engines (which could be placed ina 
cellar, outbuilding, or any other position), would supply 
a power available at any time, requiring no con- 
stant attention and causing no smoke nuisance. G 
engines were already extensively used, Messrs. Crossley 
Brothers having sold 550 for that purpose. So, as far as 
he could judge, gas must remain by far the more 
economical of the two methods of lighting. | 


Orders Abandoned.—The National Electric Supply 
Company has decided not to proceed with its applica- 
tion to the Board of Trade for the electric lighting of 
Barnsley and Kingston-on-Hull. 


New Work on Electricity —M. E. Hospitalier has 
begun the publication of a work in two volumes, 
entitled “ Traité Elementaire de l'Energie Electrique.” 
The first volume, comprising the definition, principles, 
and general laws, has been issued. Vol. Il. on indus- 
trial appliances, will be issued during the present year. 


The Stanley Electric Medical Battery.—This battery 
is simply a new arrangement of the common Faradic 
or induction machine, and consists of a sulphate of 
mercury galvanic cell and an induction coil with its 
rheotome, contained in a cylindrical metallic case ; 
ibis case serving as a convenient handle to a pad, 
which is attached to one end, while the metallic case, 
a handle itself, serves as the other electrode. At the 
end of the metallic handle, opposite the pad electrode, 
is the cell chamber, which is accessible by means of a 
vulcanite covered screw cap. The whole arrangement 
ig one of the neatest we have ever come across, the 
form of the battery being extremely simple and 
effective, in fact as much an improvement on older 
forms of so-called pocket batteries as the modern 
stylograph is upon the old form of fountain pen. 


Personal.—Mr. H. W. Edlin, M.Inst.M.E., has been 
compelled, through ill-health, to resign his appointment 
as the London representative of Messrs. Lacombe & Co, 
(the well-known carbon manufacturers), and is sailing 
for South Africa, where he intends to establish 
himself in business as electrical engineer and con- 
tractor. Mr. Edlin carried out the installations in the 
Palace of the King Roumania, the Prudential Assn. 
rance Company, the Bank of New Zealand, &c. We 
trust that he may speedily regain his health in the fine 
climate of the Cape, and we wish him every success, 


Storms in the North.—A correspondent of the 
Scotsman wrote on the 11th :—There has been no com. 
munication with the Ben Nevis Observatory since 
Saturday night, the line having been damaged by the 
lightning on Sunday evening. The lineman from here 
attempted the ascent on Tuesday, but had to return 
before reaching the lake owing to the gale which was 
blowing. Yesterday he made the ascent, and found 
them all well, but could not return, as the evening was 
very stormy and dark. He has, however, returned this 
afternoon, having left them all well. It appears that a 
flash of lightning entered by the wire and struck the 
instrument first, then rolled on the floor like a ball, 
and burst under the table, making a loud report. Mr, 
Miller, who was sitting at the table, got a severe shock, 
but was notinjured in any way. The flash illuminated 
the house, so much so that they were greatly alarmed 
for the moment. 


Sending in the Bill.—It is reported that the electric 
lighting companies intend to sue the City of New York 
for three million dollars, the cost of the damage which 
they estimate has been done to their property during 
the recent overhead wire campaign. | 


A New Dynamo.—The new dynamo of the United 
States Electric Lighting Company has, says Science, 
had the benefit of many years of development. The 
patterns for it have recently been entirely remodelled 
to take advantage of the‘best points in the antecedent 
dynamos of both the Westinghouse and the United 
States Companies, and it is, consequently, a most 
practical and efficient generator. The field magnets 
part along a horizontal plane, so that by removing the 
yoke and unbolting the two halves the upper half can 
be lifted away and the armature removed. This is 
convenient in cramped situations. The same construc- 
tion enables it to be carried on to restricted locations 
which would not be accessible to a dynamo built in 
one piece. The armature itself is wound in a single 
layer upon a laminated core, practically obviating the 
liability to heating. Ball bearings are used on both 
ends of the shaft. The lower horn of the casting is 
hollow and serves as a reservoir for oil running through 
the bearings. Oil can, therefore, be supplied copiously, 
and drawn off and returned to the cups without waste. 
The dynamo is carried on an elevated base, making it 
more accessible to the operator. If desired the legs 
may be removed and the base bolted to a foundation. 
The base is provided with the usual tension screw. 


Electric Cars in Cleveland,—It is just a year since 
the first electric motor car run by the overhead system 
made its six miles trial trip in 40 minutes, being 4 
saving in time over horse cars of 20 minutes. The 
East Cleveland Company has now 40 electric motors in 
service, all of them of twice the horse-power originally 
used. The cars are running 5,000 miles daily and 
reducing the duration of each trip by at least one-fifth 
as compared with horse-power a year ago, and affording 
33 per cent. more seating room. The company hat 
erected wires over 32 miles of track. The Brooklyn 
Company is running 30 motor cars over 24 miles of 
track, or 3,000 miles daily, at an average saving pef 
trip of 20 per cent. The Broadway line has 12 miles 
of track and 8 motors running 1,000 miles daily, and 
saving 20 per cent. in time, with a doubled carrying 
capacity. | 
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Gas v. the Electric Light.—The directors of the 
St. Austell Gas Company are playing into the hands of 
the proprietors of the electric light works, and already 
several Jarge consumers have intimated their intention 
to cut off altogether the supply of gas to their premises. 
For many years the price of gas, per 1,000 ft., has been 
4s, 6d., but now, owing, so the directors say, to the 
increased price of coal they are compelled to raise the 
price 6d. per 1,000 ft., thus making the charge 5s. One 
thing, however, is satisfactory to the large shopkeepers 
in the front street, that the electric light is now per- 
manent, and that at a less cost they can have a better 
and less disagreeable light than that supplied by the 

company. The directors are, however, 80 con- 
siderate that they notify that in the event of any reduc- 
tion in the price of coal, they would be only too happy 
to again reduce the price of gas, but in the opinion of 
many the price of coal is more likely to go up than 
down. The directors of Falmouth Gas Company have 
advanced the price of gas from 33. 9d. to 43. 3d. per 
1,000 ft., owing to the increased price of coal, after 
paying 10 per cent. and a bonus for some time past. 
Is it not quite time that they had an electric light 
company to compete with ? 


Electric Light at Redruth.—We are pleased to find 
that the electric light has reached so far West as Red- 
ruth, where a gentleman has won the distinction of in- 
troducing it into that town in the form of a private in- 
stallation. On Friday last, through the courtesy of the 
owner, Mr. R. H. Mitchell, a correspondent had the 
privilege of viewing it. Mr. Mitchell is a retired 
marine engineer of great repute, but, until the last two 
years, he had not taken up electrical work. At present 
his installation consists of a large Manchester dynamo, 
belt driven from a high-speed vertical steam engine 
and boiler, by Hampsted & Co., Grantham, which 
charges upwards of 30 large E.P.S. accumulators ; but 
additions are being made in the form of extra boiler 
power, larger dynamo, and more cells. The accumu- 
lators, dynamo, engine, &c., are placed in a spacious 
outhouse at the end of the garden adjoining the house, 
80 that the noise does not disturb the inmates. The 
cables are run overhead through specially-made insu- 
lators, designed by the owner, who has also devised a 
very good pattern mouthpiece to receive the cable on 
going through the walls. In the dynamo room was a 
well-designed switchboard, with ammeter and volt- 
meter, numerous switches, cut-outs, resistance coils, 
&c., and not the least interesting and important was a 
magnetic cut-out on the charging circuit, devised and 
constructed by Mr. Mitchell himself, on an entirely 
new principle, which, we are told, works admirably. 
The house is fitted throughout with incandescent 
lamps, some of them being of particular interest, having 
been purchased by Mr. Mitchell, of Mr. Swan himself, at 
a Paris Exhibition of years gone by. These had been 
overlooked until last year, when he commenced the 
work. The wiring, fitting, and general arrangement of 
the installation, from its conception to completion, has 
been the sole work of the owner, another example of 
the mechanical engineer turning to electrical matters 
with immediate and complete success. | 


Electric Lighting Wires at Exeter.—The question 
of electric lighting wires has assumed a somewhat 
acute phase at Exeter where at the last meeting of the 
Corporation a resolution was moved, thatin view of the 
report presented by the surveyor and fire superinten- 
dent, the Electric Lighting Company be informed 
that the further extension of the overhead wires will 
not be permitted. A member remarked that there was 
a feeling in the city that the council had acted without 
sufficient consideration in giving its permission. It 
Was pointed out by another speaker that in Taunton 
not the slightest accident had occurred, although the 
overhead wires had been in existence there for four 


years. After consi 
rejected. nsiderable discussion the motion was 
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Competent Electrical Engineers Wanted.—The New 
York Electrical Review says there is already a dearth 
of competent electrical engineers, and that the manner 
in which the various cities are appointing electrical 
commissions and electrical experts tu supervise plants 
and wires, only threatens to intensify the scarcity. 
It is most devoutly to be hoped, says our contemporary, 
that in these cases a good selection will be made, as the 
duties attached to the position of city electrician are 
now-a-days often new and decidedly onerous. 


This Abominable Gas!—At the last fortnightly 
meeting of the Commissioners of Sewers a resolution 
was read from the vestry of St. Mary-le-Bow in 
opposition to the Central London Railway scheme. 
The Clerk having submitted applications from the 
London Electric Supply Corporation and the Me- 
tropolitan Electric Supply Company, for the Com- 
missioners’ consent to their applications for provisional 
orders under the Electric Lighting Acts, Mr. Rose 
Innes, jun., moved that the applications do lie on the 
table. He said that the Commissioners had already 
settled the matter so far as the Anglo-Braush Company 
was concerned, and they had given them a contract to 
carry out the electric lighting on the terms arranged by 
the Streets Committee. It would be most unfair to the 
contracting company if they agreed to these fresh 
applications seeking Parliamentary powers over the 
City. The Commissioners must be masters in their 
own place. They had quite enough Parliamentary 
powers over the City with the Gas and Water Com- 
mittees. Mr. Deputy Scott said there would be an 
uproar if one portion of the city were lighted by electri- 
city and the other not, and he moved an amendment 
that the Brush Company be approached with a view to 
its contracting for another portion of the City. People, 
he said, were asking, “ When can we get rid of this 
abominable gas?” The amendment waseventually re- 
jected, and Mr. Innes’s motion carried unanimously. 


A New Use for Electricity,—Electricity promises to 
become an important factor in deep seam coal mining. 
The Engineer, basing its opinion on both American and 
English experience, computes that the cost of the 
electrical plant will be something like 75 per cent. of 
that of compressed air plants of similar effective 
power, whilst, our contemporary adds, they will give 
something like double the efficiency. Having regard 
to the ease with which energy can be conducted by the 
copper conductors into parts now inaccessible except 
to hand and horse labour, our contemporary thinks it 
not improbable that in some colliery centres, where a 


. number of pits is worked within a comparatively small 


area, large power stations will be erected on similar 
lines to the central lighting stations, and from them 
power distributed to motors below ground. The cables 
in many cases will be run on the surface and carried 
below through special bore holes of small diameter, 
by which means the cost of insulation would be much 
reduced. Assuming that such machines are used in 
non-gaseous seams, the cost of coal, The Engineer 


thinks, should be very considerably reduced. 


Tenders Wanted for the Lighting of Florence.— 
The Municipality of Florence is prepared to granta 
concession for 40 years for the lighting of the city by 
electricity. Tenders must be sent by Feb. 15. ai 


William Sturgeon.—The following letter has just 
come to hand:—“ Will you kindly permit me to 


_ enquire through your columns whether any one of your 


readers is cognisant of the existence of any portrait of 
William Sturgeon, the inventor of the electro-magnet, 
who died in 1850. He was long resident at Woolwich, 
lectured on electricity at the Adelaide Gallery and 
other places in London, and afterwards removed to 
Manchester. He founded the short-lived Electrical 
Society of London, and was the editor of the Annals 
of Electricity. Any personal information respecting 
him or his writings would be very gratefully received 
by Silvanus P. Thompson.” 
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The Electrical Engineering Corporation, Limited.— 
An amalgamation has been arranged between Messrs. 
J. G. Statter and Co., Limited, and the United Elec- 
trical Engineering Company, Limited. It has been 
well known to the electrical profession that the latter 
company has acted as the London agents for Messrs. 
J. G. Statter & Co., Limited, during the past year, and 
with the now daily increasing volume of business it 
has been felt by the managing directors of the two 
companies that there existed a special fitness for 
amalgamation. The corporation is thus a manu- 
facturing and supply undertaking, having exceptional 
facilities for co-operating with contractors and others 
in carrying out work at home and abroad in all branches 
of the electrical industries. The Alliance Engineering 
Works are favourably situated within 15 miles of 
London, on the main line of the Great Western Railway, 
and have a dock and wharf upon the Grand Junction 
Canal. The works are already extensive and complete, 
and when the extensions, now in progress, have been 
carried out, they will cover about four acres of ground, 
and contain some of the largest machine tools em- 
ployed in the trade. The Albert Works on the Albert 
Embankment are devoted to the manufacture of 
switch, safety junction and regulator gear, together 
with other fittings and accessories suitable for a wide 
range of electrical work. The managing directors of 
the corporation are Messrs. J. G. Statter, Edward 
Manville, and Wm. L. Madgen. We may add that 
engines are built by the company, the extended works 
allowing it to turn out much larger plant than 
formerly. 


Appointment.—Mr. F. Hollins, for many years the 


able assistant to Mr. Langdon, telegraph superintendent 
nad electrical engineer to the Midland Railway Com- 
pany, has received the appojntment of telegraph super- 
intendent and electrical engineer to the Great Eastern 
Railway Company, at a salary of £500 per annum. 
Mr. Hollins entered upon his new duties on the 13th 
instant. He has, we believe, given a great deal of 
attention to the subject of train lighting by electricity. 


St, George's Vestry to the Rescue.—The St. George’s 
(Hanover Square) Vestry is up in arms against the 
London Subway Railway scheme. At arecent meeting 
the Electric Lighting Committee recommended the 
vestry to petition against the Bill, and an amendment 
that it should be opposed by counsel was finally adopted. 
In the course of the discussion it was stated that the 
railway, if carried out, would depreciate the property 
in the neighbourhood of Oxford Street 20 per cent. 


Fowler, Lancaster and Company.—This firm, which 
has been registered very recently as a limited liability 
company, has already issued its first catalogue of elec- 
trical and telegraphic apparatus, bells, batteries, and 
instruments. Prices have been revised, and, in some 
instances, reduced. The works of the company being 
in the centre of the metal markets, and well adapted 
for the manufacture of electrical appliances of all kinds, 
the prospect of doing a largely increased business in 
the future is a very cheerful one. Messrs. Fowler, 
Lancaster and Company received awards at both the 
Paris and the Birmingham exhibitions of 1889 for their 
electrical specialities. 


Ransome’, Sims and Jefferies.—This company has 
just issued a new edition of its catalogue of engines, 
boilers and mining machinery, including engines 
specially designed for electric light installations and 
fitted with patent automatic governor expansion gear. 


The Telegraph System in India.—According to the 
Pioneer (Allahabad), the advisability of putting the 
Indo-European and Indian telegraph systems under 
separate heads, is once more under consideration. 


Atlantic Cables.—The s.c. Faraday has arrived after 
successfully laying two cables from Nova Scotia to new 
York for the Western Union Telegraph Company, and 
repairing the fracture in one of the main Atlantic 
cables. The latter task was performed on the last day 
of 1889 in stormy weather. 


Action by an Electrical Engineer.—-At the Torquay 
County Court, on Saturday, Mr. Radcliffe, an electrical 
engineer, sued the Great Western Railway Company to 
recover 10s. damage alleged to have been done to an 
incandescent lamp in transit for London. It appeared 
that the lamp was enclosed in a case marked “ Glass, 
with great care,” but on its receipt the carbon inside 
was found to be broken. His Honour said he could 
not see how this label would apply, as the glass globe 
was not broken. It seemed curious to him how the 
carbon became broken without the glass. Plaintiff said 
it was quite possible for this to happen if the box wae 
let fall suddenly. Mr. Rullen, station-master at Torre 
Station, said that the defendant company did not dis- 
pute the damage, but fought the case on -principle, 
They wished for an adjournment, which was agreed to 
on the understanding that defendants were to pay the 
costs of the day. 


Telephone and Electric Lighting Wires.—In Bam- 
berg, Bavaria, the telephone and electric lighting wires 
do not get on at all well together ; so much so that 
during the hours of lighting the telephone service 
between that place and Nuremberg comes to a stand- 
still. An official investigation has brought to light that 
the so-called induction is transmitted by the earth, and 
largely, by means of the water mains. 


Electric Doors in a Theatre.—The theatre at Tremont, 
New England, is fitted with electric doors, which can 
be opened by simply touching one of eight push 
buttons, situated in convenient places. On the slightest 
alarm, 17 sets of folding doors are immediately and 
simultaneously thrown open by the electric current. 


The Brush Electric Company v. The Fort Wayne 
Electric Light Company.—This suit was brought in the 
Circuit Court U.S., Indiania District, for an alleged 
infringement of letters patent granted to Charles F. 
Brush, September 2nd, 1879, for improvements in 
double carbon electric lamps of the arc type. Brush 
had assigned the patent to the complainant. It was not 
denied by the defendants that the patent described a 
new and useful mechanism for which Brash was 
entitled to 4 patent, but it was urged that he claimed 
for functions and results without regard to mechanism. 
His Honour (Judge Gresham), ruled otherwise ; in his 
opinion, what was claimed were not functions and re- 
sults, but mechanism for producing functions and 
results. He concluded thus :—It is not material for the 
purpose of this suit whether Brush was a pioneer, or a 
mere improver. It is sufficient that he described and 
illustrated in the patent in suit a specific mechanism, 
or double-carbon lamp, adapted to burn its carbons in- 
dependently and successively ; that he was the first to 
accomplish this result, and that the claims are for 
mechanism substantially as described in the patent in 
combination with two or more pairs of carbons or sets 
of carbons for producing the result specified. Brush is, 
therefore, adjudged the inventor of the double ‘carbon 
arc lamp. | 


Electric Engine Controller,—Mr. E. Dixon, of Messrs. 
Blundell, Spence & Co., Hull, has designed aud patented 
an apparatus for stopping engines at a distance. It 
consists essentially of a weight, which, while the 
engine is working, is held up by a catch lever, this lever 
being lifted, when the engine is to be stopped, by 
means of an electro-magnet. At the establishment of 
the company named a controller is fixed to each of 
these engines at work, while throughout the different 


. departments of the mills push buttons afford the means 


of making electric contact, and so stopping an engine 
and ringing an alarm to warn the attendant. 
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Brush Company apply for a Quotation.—The Brush 
Electrical Engineering Company has made an applica- 
tion to the Stock Exchange tn appoint a settling day 
and grant a quotation to £75,000 six per cent. first 
mortgage debentures. | | 


Charity of the Right Kind.—On Saturday last, 
the 1lth inst, Mr. Ronald A. Scott celebrated 
the close of a highly successful year, and the anni- 
versary of the opening of his new and spacious 
works at Acton Hill by giving a dinner to 200 of the 
poorest children of Acton. After the dinner Mr. W. J. 
Thomas, solicitor, kindly amused the youngsters with 
avery comic series of lantern slides, the heartily sus- 
tained cheers and laughter affording ample proof of 
the satisfaction of the audience. The works were very 
prettily decorated with flags, and being illuminated 
throughout with arc lamps presented quite a gala 
appearance, 


Improved Back Block.—Mr. Bathurst, who seems 
to devote special attention to perfecting thé details con- 
nected with wiring for electric light, and whose cross- 
over blocks as described in the ELECTRICAL REVIEW 
some time since, have come into general use, now 
sends us an improved wood back block, the arrange- 
ment of which will be seen from the illustration. It 
consists of two pieces, the bottom one which is grooved 
to correspond with the grooves in the casing, being 
screwed up flash underneath the end of the casing by 
simply sawing off a portion of the block to make it 
fit. This bottom block is the same thickness as the 
casing, and the grooves in the casing are continued in 
the block, so that the wires come right down into the 
switch, cut out, or ceiling rose, and are everywhere 


11 


i 


| 


placed in wood without fear of touching damp plaster 
or brickwork. The bottom block is covered by a 
polished mahogany or walnut cover and the wires 
brought through as shown, and the casing cover fitted 
to the edge. The whole has a neat appearance, and the 
operation is an improvement on the old way of simply 
nsing the top block, hastily grooved at the back, and 
jamming the whole up against the wall after bringing 
through the wires. The small extra cost of the double 
block is recouped by the saving of time and trouble. | 


The Strike at Greenwood and Batley's.—The threat- 
ened strike of nearly 2,000 operatives at Messrs. Green- 
wood and Batley’s, Limited, Leeds, has been avoided 
by judicious action on the part of the company. The 
men have now withdrawn their notices. | 


Agitation in the Telegraph Service.—At a large and 
enthusiastic meeting of telegrapb clerks, held in New- 
castle on Saturday night, the 11th inst., to consider 
their grievances, resolutions were adopted in favour of 
ot once combining with the clerks in London and other 
: ces thronghout the kingdom to memorialise the 

ostmaster-General to secure « reduction of hours, in- 
creased pay, quicker promotion, extended annual leave, 


and overtime payment at th , 
for all Sunday hear t the rate of time and a quarter 


Subway Explosions in New York.—Two subway ex- 
plosions occurred on Saturday evening, the 11th inst., at 
Fourteenth Street and Sixth Avenue, New York, the 
manhole covers being sent flying in the air, and the 
earth for 10 feet about was upheaved and scattered in 
all The street was crowded, but nobody 
was burt, 


The Institution of Electrical Engineers.—On Thurs- 


day next an ordinary general meeting will be held at 


8.0 p.m., when the adjourned discussion on the presi- 
dent’s address will be continued. 


Old Students’ Association.—Oo Wednesday, January 
29th, 1890, at 8 p.m., a special general meeting will be 
held at the Central Institution, Exhibition Road, S.W., 
for the consideration of certain important changes in 
the rales of the association, which the committee will 


propose. . | | | 


German Technical Journalism.— The Centralblatt 
für Electrotechnik and the Electrotechnische Zeitschrift 
have now amalgamated, and the new journal will 
henceforth be issued from Berlin with the last-named 
principal title, but it isto be feared that the change 
will not be a beneficial one, for it. is whispered that 
Siemens and Halske control the combination. Herr 
Uppenborn will remain as editor-in-chief. 


Mr, Hammond on Electric Light Supply.— Mr. 
Robert Hammond, in the Susser Daily News, of 
Wednesday, contributes an article on “Electric Supply,” 
in which appears some good advice to ratepayers. 


Electric Lighting of the General Post Office.—In 
a few weeks electric lighting will have replaced the 
old gas jéts at the General Post Office. Workmen are 
now engaged in the different departments fixing the 
wires. “ In the new building, ‘ over the way,’” says an 
evening contemporary, “ known to pressmen as Bath 
Street, or the ‘ T. S.,’ the room in which newspaper 
copy is dealt with, has been lit by electricity for some 
time.” 


. The End of the Gas Strike.—The gas workers are 
coming to their senses in spite of their leaders. At 
the last meeting of the gas stokers the latter took 
care to be absent, and it was left to the secretary to 
tell the unfortunate stokers that they and their union 
were in a deplorable condition. Of the £2,700 which 
they had ig the bank at the commencement of the 
strike only £700 remained. He feared Mr. Livesey 
would win after all. — 


Electric Light Fittings.—Messrs. Lea, Sons & Co., of 
Shrewsbury, have sent us a copy of a handsome port- 
folio of designs for electric light fittings, which they 
manufacture in brass, copper, iron, and glass. We have 
on former occasions called attention to the pains 
bestowed by this firm onthe realistic imitation of natural 
foliage and flowers, and the patterns now published 
contain many good examples of this style of orna- 
mental fittings for house lighting. | 


- Registration of Companies in 1889,—According to 
the Investors’ Guardian, the total amount of capital in 
electric companies registered in 1839 is £5,388,600, and 
in telephones £675,500. Oar contemporary also adds 
“that the decrease under the head of telephone com- 
panies has been from £20,240,000 to the limited amount 
of £675,000 ; but this was to have been expected, from 
the fact that in 1888 there was a double registration of 
one company with a gigantic capital. There was also a 
decrease in the capital of new companies for electric 
lighting—the figures being for 1889 £5,388,600, as 
against £8,026,500 in the previous year.” 


The Notting Hill Electric Lighting Company, 
Limited.—Letters of allotment in this company have 


been posted. 
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NEW COMPANIES REGISTERED. 


Fowler, Lancaster and Company, Limited.—Capital, 
£22,000 in £10 shares. Objects: To construct and 
manufacture machines and apparatus, works and 
materials connected with electricity, magnetism, or 
other agency, and generally to carry on business as 
electrical engineers, manufacturers, and contractors. 
To supply electricity for lighting, and for the produc- 
tion and transmission of power for locomotive purposes, 
or otherwise, and to make experiments in, and public 
exhibitions of, electric and other similar lighting. Sig- 
natories (with 1 share each): A. Mackenzie, Temple 
Chambers ; W. M. Pyke, 2, Metal Exchange Buildings ; 
A. E. Shill, 30, Dayton Grove, Peckham ; H. L. Collins, 
67, Lombard Street ; C. W. Rawlinson and R. W. 
Bonder, 11, Lincoln’s Inn Fields; A. A. E. Good, 48, 
Lincoln’s Inn Fields. The signatories are to appoint 
the first directors ; qualification, 50 shares ; remunera- 
tion, £150 per annum to the chairman, and £100 per 
annum to each ordinary director ; and, in addition, 10 
per cent. of the divisible profits remaining after pay- 
ment of £10 per cent. per annum dividend. Messrs. G. 
Vaughan Fowler, and E. W. Lancaster are appointed 

managing directors, upon terms specified in an agree- 


ment of 4th inst. (unregistered). Registered 8th inst. 


- Fae and Minchin, 2, Metal Exchange Buildings, 


Purnell High Speed Gas Engine and Manufactu- 
ring Company, Limited,—Capital £50,000, in £1 shares. 
Objects : To adopt an unregistered agreement of 2nd 
inst. between J. J. Parnell and Joseph White. To 
carry on business as mechanical engineers, general 
engineers, gas engineers, electrical engineers, and as 
electricians and suppliers of electricity for heat, light, 
motive power or otherwise. To manufacture and deal 
in all apparatus required for the generation, distribu- 
tion, supply, accumulation and employment of elec- 
tricity. Signatories (with one share each): J. White, 
2, Goldsmith Street, Gough Square, E.C.; A. W. 
Mantle, 52, Queen Victoria Street; Sidney Smith, 
2, Robin Hood Court, Shoe Lane; J. E. Jackson, 
3, Eton Road, Hampstead ; A. H. Skan, 40, Algernon 
Road, Lewisham; J. H. Jack, 41, Chesilton Road, 
Fulham ; H. C. Fowler, 8, Plevna Villas, Tottenham. 
The first directors are the Hon. Dudley O. Murray, 
4, Crown Office Row; C. Bradley, Feltham ; William 
Green, Hornsey Rise; and J. B. Guthrie, Ethelburgu 
House, Bishopsgate Street. Qualification : 50 ordinary 
shares, remuneration £400 per annum, divisible. 
Registered 13th inst by Paddison Son & Fullilove, 
14, Gray’s Inn Square, W.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Automatic Electrical Company, Limited. — The 
annual return of this company made up tothe 7th inst. 
was filed on the 9th inst. The nominal capital is 
£75,000, in £20 shares, the whole of which are issued 
and are considered fully paid up. Registered office, 
Winchester House, Old Broad Street. 


Northern House-to-House Electricity Company, 
Limited.—The statutory return of this company made 
up to the llth ult. was filed on the 6th inst. The 
nominal capital is £100,000, in £5 shares, 100 being 
founders’ shares. Only seven ordinary shares are at 
present taken, and upon these no call has been made. 


Scottish _House-to-House Electricity Company, 
Limited.—The statutory return of this company made 
up to the llth ult. was filed on the 6th inst. The 
nominal capital is £100,000, in £5 shares, 100 of which 
are founders’ shares. Seven ordinary shares are taken 
up, but no call has been made thereon. 


Lineff Electric Traction and Lighting Company, 
Limited.—The annual return of this company made u 
to the 31st ult. was filed on the 6th inst. The nomi 
capital is £10,000, in £1 shares. 8,824 shares have been 
allotted, and are credited as fully paid up. Registered 
office, 11, Queen Victoria Street. 


Barnet and District Electric Supply Company, 


Limited.—The annual return of this company made up 


to the 3rd inst. was filed on the 6th inst. The nominal 
capital is £5,000, divided into 490 ordinary shares of 
£10 each and 100 founders’ shares of £1 each. 80 
ordinary and the 100 founders’ shares are taken up, 
Upon 60 ordinary shares the full amount has been 
called, and upon 20 ordinary shares £5 per share hag 
been called, the calls paid amounting to £700. The 
founders’ shares are credited as fully paid up. Re- 
gistered office, 31, Wilson Street, Finsbury. 


Woodhouse and Rawson, Electric Contract and 
Maintenance Company, Limited (In Liquidation),— 
The registered office of this company is now situate at 
41, Piccadilly, Bradford, Yorkshire. 


TRAFFIC RECEIPTS. 


The Brazilian Submarine Telegraph Company, Limited. The reeel for 
week ending January 10th, 1890, amounted to £4,728. - 


The Western and Brazilian Telegraph Company, Limited. The traffic resetpts 
receipts payable th the London Platino-Brasilian Telegraph Company 
rece pa e on 
Limited, were £5,454. 


ELECTRIC TRACTION AT BARKING A 
COMMERCIAL SUCCESS. 


AS the readers of this journal are doubtless aware, some 
half a dozen electric tramcars are at present running 
on the North Metropolitan Tramway Company's 
line on the Barking Road from Canning Town to 
Plaistow. The cars have been made, and are worked 
under contract, by the Electric Traction Company, 
Limited. The cars are similar in appearance to 
ordinary horse cars, and the batteries, which are 
placed underneath the seats, are easily accessible 
from the outside, doors running half the length 
of the car being provided for this purpose. In 
each car are arranged two batteries of 48 cells, of 
the E.P.S. type, which can be connected to the motor 
either in series or in parallel. The controlling device 
of the car is a compound switch, to which the four leads 
from the batteries are brought together. The motor, 
which is of the Immisch type, is connected with the 
batteries in parallel by moving the switch handle ia 
one direction, and with the whole of the cells in series 
by an opposite movement. The E.M.F. of the 96 cells 
on each car is 192 volts in series, and 96 volts if run in 
twosets parallel. The motor isnominally of about 6 H.P., 
but this varies according to the current required, and 
ranges from 1 H.P. to as much as 10 H.P. The motor 
is ordinarily run at about 1,000 revolutions. In addi- 
tion to the regulating switch, there is a make-and- 
break for disconnecting the cells when not in use; 
there is also a reversing lever attached to the brushes, 
by which the direction of the car is immediately 
changed. Both ends of the car are arranged in this 
manner. The total weight of the car, including accu- 
mulators and motor, and excluding passengers, is five 
tons. 

The line on the Barking Road is single, having loops 
at suitable intervals, and was the only track which the 
tramway company could place at the disposal of the 
Traction Company. The ordinary car-drivers have n0 
difficulty in taking charge of the cars, which run easily 
at 8 miles an hour, but a speed of from 15 to 20 
miles an hour can be attained. For charging the cells 


there is provided a Davey-Paxman 8 H.P. steam engine, 


which drives an Immisch dynamo running at 
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revolutions, and having an output of 40 ampères and 
950 volts. These machines were installed on the 


ope of the line, but now additional machinery of. 
1 


H.P. has been erected, together with corresponding 
dynamos, in order to avoid any interruption in the 
service in the case of the breakdown of one set of 
machines. 

Turning now to the question of economy, we are 
enabled, by the courtesy of Mr. Macpherson, the 
managing director of the Traction Company, to place 
before our readers some important details which, as 
yet, have not been published. The contract price 
is 44d. per car mile, out of which the driver's wages 
have to be paid. The North Metropolitan Tram- 
way Company states that the cost of working horse-cars 
(carrying 52 passengers) throughout their system 
averages 54d. per car mile, whilst on the Barking line 
itself the cost is 64d., and not 6d., as recently reported 
in one of our contemporaries. The line, it may be 


mentioned, which is only a mile and a quarter long, 


is not very smooth, and has both up and down hill 
gradients and level running. The direct saving 
to the tramway company is 2d. per car mile. This 
is a considerable item—especially as when horse 
traction was employed the line itself was a losing 
concern—as the following figures will show : — 
From the opening of the line on the J4th June 
to the 3lst December last the total mileage run 
by the cars was 34,366 miles out of a maximum of 
35,091, or a total loss of mileage through failures of 
plant, &c., of only 725 miles. It will thus be seen 
that the saving effected by the North Metropolitan 
Company, during the period mentivned was, at the rate 
of 2d. per car mile, £286 7s. 8d., this being a great 
commercial success for the tramway company. So 
much has this been the case, that the latter has applied 
to Parliament for powers to employ electric traction on 
the whole of the system. The number of passengers 
carried by the electric cars was over 350,000. There is, 
however, another point in favour of the company: 
The six electric tramcars have displaced sixty horses 
which were formerly employed to haul the horse 
cars, ten horses being required for each car. These 
horses have now been set to draw omnibuses from 
Canning Town to Poplar. The electric cars having 
been substituted for horse cars, the stabling of the 
horses has thus been set free in the sense that had the 
tramway company not worked the Barking line by 
electricity, and if it had been desired, to place ten 
omnibuses to run from Canning Town to Poplar, 
additional stabling would have been required for the 


sixty horses. This in itself is a serious item, as land — 


for the erection of stabling is expensive to purchase, 
especially in large towns like London. 

It must be admitted, from the foregoing, that the 
North Metropolitan Company. is very favourably 
situated as regards the Barking line, the operation of 
which has resulted so satisfactorily—both from a 
financial and a working point of view. The mileage 
run would have turned out even more advantageous 
had not it been for the fact that the hours worked by 
the employés on that line are slightly less per day than 
is the case on the other lines belonging to the company. 
It may be asked : Has the contract been a commercial 
success for the Electric Traction Company, who, run- 
ning the cars at 4$d. per car mile, have also to pay the 
driver’s wages ? This, we are able to state, is really 
the case. We have been shown the official lists indi- 
cating the maximum mileage attainable by each car, 
the mileage actually run, the cost of driver’s wages, 
coal bill, expenses at charging station, &c., but we are 
not permitted to publish the figures at present. The 
figures demonstrate that a profit has been made on 
each month’s working, and that the whole under- 
taking has been a distinct success. It may be men- 
tioned, in conclusion, that the Traction Company will 
me fr despatch to Liverpool the first electric car 
+ ich is to be employed in Liverpool by the United 

ramway and Omnibus Company of that town, and 


who propose to substitute electric tramcars throughout 
their system of 61} miles, 


for the incandescent or “‘ glow ”” lamps. 


ELECTRICAL REVIEW. 


THE ELECTRIC LIGHT AT BATH. 


Tue electric lighting station is being 7 cg de leted and it is 
expected that by March next, some 4,000 

arc lamps, distributed over 60 of the principal streets, squares and 
crescents of the city, will be suppli 
moving spirit is Mr. Massingham. The machinery and plant 
consist of two Babcox and Wilcox patent water tube boilers, 
each of 150 H.P., supplying steam to six compound condensing 
engines. i 
power, will drive the arc lig 
engines, each capable of developing 150 horse-power, will supply 


can nt and 200 
from it. The designer and 


Four of these es, each indicating 35 horse- 


t dynamos; and the two larger 
wer to two large alternate current dynamos, generating currents 


This alternating current is to be supplied from the station at a 


pressure of 2,000 volts, which will be reduced on entering the 
consumers’ premises to a potential of 100 volts, by means of 
Mordey’s transformers. The cables are laid under the footway in 
cast iron troughs about five inches wide. They are heavily insulated 
with India-rubber, and insulating compound in the usual manner, 
and present at cross section an ap 


ce similar to sketch. 


That for the arc lighting consists of 7 strands of No. 16 B. W. 


ey a the cables used for the glow lamps 19 strands No. 17 


Ded 


# 
Ml 


The troughs are of sufficient width to take four of these cables 
ed side by side, but kept apart by wooden separators, or 
ridges, placed at intervals of a few inches, - The spaces between 
the cables and troughs are then filled in with bitumen poured on 
in a liquid state, which on solidifying encases the cables in a solid 
damp-proof mass, in the centre of which the conductors are 
buried. The troughs (shown in the illustration) are of sufficient 
depth to take two layers, or eight cables, or less number, according 
to requirement of the districts. 
The arc lamps in each street will be arranged to be fed from 


two distinct circuits, each supplied by separate engines and — 


dynamos, and in the event of one circuit 
one side of the street will be affected. 

Two main circuits-will be run through the town. From these 
circuits branches will lead east and west through the intervening 
streets. 

The arc lamps are to be carried on lamp-posts 23 feet from the 
ground, overhanging two feet into the road. 

The installation is being carried out solely by Mr. Massingham, 
who has obtained from the Corporation a seven years’ contract for 
lighting 59 of the principal streets with Thomson-Houston arc 
lamps, and who has also undertaken to supply private consumers 
throughout the whole of this district. | 

The cost of this installation will be about £25,000. 


ailing only the lamps on 


INTERIOR WIRING IN BOSTON. 


Tue committee appointed to report upon “ Electric Wires inside 
of Buildings,” recommends as follows : < 
For. arc light and power wires, or others designed to carry 
current of over 250 volts electromotive force : : 
That they shall not be placed so as to be concealed from view. 
That they shall not be allowed in contact with wood or other 
inflammable building material that may become carbonised, but 


that they shall be separated from such material by at least one- 


half inch air space by use of non-combustible, non-carbonisable 
insulators, placed near enough to prevent contact of the wires by 
sagging or otherwise, but not further than six feet apart. 

That with such construction, wires of opposite polarity shall 
not approach each other nearer than ten inches, except at the 
lamp and switch. 

If the wires are encased in insulating tubing that is impervious 
to moisture, will not support combustion, and of sufficient mecha- 
nical strength to protect them from injury, the tubes may be laid 
as near as three inches to each other and may be fastened to any 
building material by use of staples or such other means as will not 
injure the tubing. ae 

All such wires must enter and leave the building at the same 
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place in order that a non-combustible hand switch may be placed 
outside for the use of shutting off the current. 


An insulating covering, that will support combustion, will not — 


be allowed. 

For incandescent light and power wires, or others designed to 
carry currents of less than 250 volts electromotive force : 

If such wires are concealed within partitions or like places they 
must not be allowed in contact with wood or other inflammable 
building material that they may become carbonised, nor with any 
conducting material such as piping or other wires. 

They must be rigidly separated from such material by at least 
one-half inch air space, by the use of non-combustible, non-carbo- 
nisable insulators, p at intervals near enough to prevent 
contact by sagging of the wires or otherwise. 

The wires must be kept at least six inches apart, except where 
they enter junction boxes, cut-outs or the like. 

Wires laid in plaster, cement or other similar building material 
will not be allowed, no matter what insulating covering may be 


In lieu of construction by air space and non-combustible insu- 
lators, wires may be late in insulating tubing that is impervious 
to moisture, will not support combustion, and of sufficient mecha- 
nical strength to protect them from injury, and such tubes may be 
laid side by side, in plaster, cemeñt or similar finish, or in any 
concealed space where they will not be subjected to injury, and 
may be supported by staples or such other means as shall not 
injure the tubing. 

No switch or safety cut-out except those made of non-combustible 
material will be allowed. 

For telegraph, telephone, messenger service and all other electric 
wires not heretofore mentioned, except public fire alarm and police 
wires and “series” electric light wires : 

All such wires in any town or city in this Commonwealth where 
electric lights or. power wires are being operated, must be provided 
at the entrance of any building (both ingoing and outgoing wires) 
with some safety device which shall instantly open the circuit or 
shunt the current out of the building in case the flow of current 
shall at any time exceed in quantity or electromotive force that 
which is normally used on such wires. 

Such safety device must be located as near as possible to the 
place where the wires enter the building, and in some place easy 
of access. 

When the safety device is placed inside of the building, the 
wire connecting it with the outside wire must be of equal or 
greater carrying capacity. 

The device must be mounted on hon-combustible material. 

All switches, cut-outs, insulators, insulation or tubing for use in 
electric lighting or power work, and all safety devices herein 
referred to must be we by the committee or inspector in 
power, before being used. 


TRANSFORMERS.* 
By HARRIS J. RYAN. 


THE apparatus by means of which electrical energy of one form 
may be transformed to that of any other form, few engineers fail 
to appreciate. 

So great have been the anticipated possibilities offered by the 
arg yan of the modern transformer of alternate current energy 
that in most cases in our country especially has the transformer 
found immediate application, with but little thought or study of 
its exact performance. Much experimental work has been done 
by trial methods to the end that our manufacturers are able to 
supply transformers that answer for such that is desired prac- 
cally with a commercial efficiency that can be made higher than 
is pry possible by any other transformer of energy. 

n electrical engineering, as well as other branches of engineer- 
ing for the broad application of one method or another, it is 
always of the highest importance that the cause and extent of 
every effect is thoroughly understood with regard to the mutual 
action and interaction of all forces and materials in relation to 
themselves, or to energy of one for another. 

It was with a view of obtaining, so far as possible, a clear un- 
derstanding of all phenomena that take place in the commercial 
transformer, that the work producing the results here set forth 
was undertaken. It has not been possible at this time to prepare 
a paper as complete as has been desired, and we trust that in the 
near | void we may add more data to that which is here pre- 
sented. 

In the outstart of this paper it should be said that the results 
of the experiments that are here presented were wrought out 
vn by Ernest Merritt, of the Department of Physics, Cornell 

niversity, and the writer. What we had in mind in the work 
was an accurate determination of the exact performance of the 
commercial transformer, whereby one should be able to derive 
results and data that should enable all phases of the performance 
of the transformers to be understood clearly, and that should 
show the requisite principle of proper design. It may be well to 
state briefly the general method we employed. A single 10-light 
transformer that had been made and supplied for commercial 


* Read before the American Institute of Electrical Engineers, 
New York, December 17th, 1889, 


purposes for incandescent lighting, with 1,000 volts in the prim 
and 50 volts in the secondary, was selected as a sample for inves. 
tigation. It probably represented fairly well the average com. 
mercial performance of transformers, and might therefore be said 
to embody, to a certain extent, at least, proportions that have 
proven by experience and experiment to be best for the particular 
purpose for which it is supplied. 


FIG. 1. 


This transformer was operated under the same impressed E.M.F. 
supplied from the electric lighting plant in which it had been used 
for supplying incandescent lamps commercially. It was operated 
with its secondary open and the same closed through one lamp, 
five lamps, and ten lamps, and under the several conditions the 
exact instantaneous values of the ever-varying primary impressed 
E.M.F., primary current, and the E.M.F. at the terminals of the 
secondary were observed. Again, under these several conditions, 
the square roots of the mean squares of the above values and of the 
secondary current were also observed. Then, with these observa- 
tions, the dimensions and the detajls of the construction of the 
transformer many of the facts and performances that the engineer 
is concerned with are brought to light. 

Naturally the first things to be considered are the electrical 
measurements, and how they were made. A point on the armature 
of an alternator always passes a fixed point in its circumference at 
atime corresponding toa definite value of the varying E.M.F. 
and current alike, with regard to these quantities in the primary 
feeders, transformer, primary or sccondary, &c., so long as the 
conditions remain constant. In our experiments we were only 
concerned with the values of the E.M.F. impressed at the ter- 
minals of the primary, the primary current and the secondary 
E.M.F., then by changing the position of the fixed point relative 
to the machine, the rotating point of reference in the armature 
would pass the new position of the fixed point at correspondin 
different values for the primary E.M.F., primary current, an 
secondary E.M.F., with respect to themselves and the position of 
the armature. 

In fig. 1, 8, L is a prism of hard rubber bearing a projecting 
strip of brass, &, that on its upper side is filed to a dull edge. . This 
edge is taken as a fixed point on the armature. An arm, F, D, 18 
arranged to rotate about p as a centre, a point that is in line with 


the axis of rotation of the armature. A semi-circular board of 


hard wood, attached rigidly to the dynamo frame, serves both as 
a support for this arm and a circumferential scale whereby the 
position of the arm may be shown relatively to the machine. The 
arm was made of brass and given the form shown in the figure. 
It was bent into a J shape at the top, so as to pinch the board, 
and thus remain fixed in any position desired. At the top of this 
arm is mounted a bar of hard rubber projecting toward the 
dynamo parallel to the armature axis. On its under side, fastened 
at a, is a brass strip, a tongue, H, A, of spring brass is attached at 
the end and at right angles to the brass strip, H, G, as shown. The 
position of this part of the apparatus 1s carefully adjusted so that 
the point about which the arm rotates is in line with the axis of 
rotation of the armature and the sharply upward curved end of 
the tongue, H, A, just over the edge of the brass strip at 8. Then 
when the armature is rotated the strip, H, G, may be sprung 1n- 
ward radially by turning the thumb-screw, n, until the tip of the 
tongue, A, is heard to just lightly touch the edge at B as it passes. 
The arm may then be adjusted by hand so that the tongue will 
touch the fixed edge on the armature at any desired phase of the 
primary E.M.F.; primany current, or secondary E.M.F. and cur- 
rent. Co-axial with the armature a small brass rod is mounted 
on the bar of hard rubber, B, L. It is connected metallically to 8 
by means of a wire. At o on the framework supporting the semi- 
circular board, &c., is mounted another piece of hard rubber, insu- 
lating and supporting the thin metallic strip, Pp, c, that bears 
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against the above brass rod. & and 1 then are the terminals of 


tating apparatus. 
“ty 2 E, F, + = non-inductive resistance in series with the 


imary of the transformer which is at work. At A is the appa- 

ratus described in fig. 1, and £ is an electrometer reading through 
i nge. 

of the non-inductive resistance and those of: the 
electrometer are connected to ether through the commutating 
apparatus at a. Then it must be evident to all that the electro- 
meter will become charged with a difference of potential equal to 
that existing between the terminals of the non-inductive resistance 
at the instant that the fixed edge on the armature passes the tip 
of the tongue in the apparatus at A. By reading the indications 
of the electrometer, therefore, and knowing the value of the non- 
inductive resistance, &, F, the value of the primary current corre- 
sponding to the particular phase due to the position of the arm in 
the apparatus at a becomes known. In a similar manner the 
primary and secondary E.M.F. are observed by changing the con- 


K K K 
B 
44 
- —, 
1-22 4 
C 
H 


FIG. 2. 


nections accordingly at a', &°, a’, at. Then the arm is rotated to 
another position, corresponding to a different phase, and the cor- 
responding values of E.M.Fs. and current again observed as 
before. In this manner we proceed at equal intervals, sufficiently 
near, so that a curve may be determined by the values thus ob- 
served at the several intervals such that the values of the E.M.Fs. 
or currents shall be accurately known at all times throughout a 
complete period. 

A few words with regard to the electrometer at E are not out of 
place here. It is the form that the writer devised especially for 
this and similar purposes. The essential features for an electro- 
meter for these purposes are that it shall have the widest possible 


so that the magnetised mirror is at the centre of the case, and the 
needle and quadrants below it. About the case,as the figure 
indicates is wound a coil, 8, 8, of rather fine insulated copper wire. 
The magnetised mirror and this coil then, when the latter is in 
the magnetic meridian, constitute an arrangement similar to that 
of a tangent galvanometer. In the electrometer the needle, case 
and one set of quadrants are connected together, and form one 
terminal and the other set of quadrants, being connected together, 
form the other terminal of the instrument in the manner set forth 


F L F 
FIG 


in the diagram. Thus, then, when the electrometer terminals are 
subjected to a difference of potential, the needle is acted upon by a 
couple brought about by the electrostatic forces and is deflected 
from its position of equilibrium. Then, as is shown in fig. 3, current 
from a gravity cell in circuit with a suitable rheostat is sent through 
the coil on the electrometer in such a direction that the needle is 
brought toward its zero position by the action of the coil, carrying 
the current, on the magnetised mirror. The current is then 
further adjusted till the needle stands balanced at zero under the 
mutual action of the electrostatic and the electro-magnetic forces. 
Under such circumstances then, the difference of potential is pro- 
portional to the square root of the current. 


1 


12345678 9 ll 1213 1415 16 17 18 


Fra. 4. 


range through which it will read with aecuracy. Its indications 
must be unvaried by the absolute potential to which it is sub- 
jected as a whole. Its law must be perfectly definite, aud it is 
also desirable that its constant be unchanging. 
, me. 3 illustrates this instrument in diagram. It consists essen- 
To y of a cylindrical electrometer needle and quadrants, &, D. 
o the upper side of the electrometer needle is attached a mag- 
ere steel mirror that acts as a magnet and as a mirror for 
observing the position of the same. The needle is hung by 
ro silk fibre, x, from a hook in the top of the case as 
oe Metallic contact from the needle to the case is made by 
cae of a platinum wire ‘0002 inch in diameter. This wire is 
silver wire that is supplied b i 
1 y makers of surveying apparatus. It 
the desired length and hooks bent into ite terminals. 
ear ee all of it but the hooked terminals in nitric acid the 
Le . issolved away, leaving the fine platinum core terminated 
5 Beery je silver hooks. One end of this platinum wire thus pre- 
ge y inked into a hook into the top of the electrometer case 
e other end into a small ring formed by a twist of the 


uminum wire that surrounds the mirror,c. The electrometer 


case is circular, and the above needle and quadrants are arranged 


ÿ provided in the desired form by using the platinum cored : 


If we can, as was the case when the measurements here pre- 
sented were made, consider the E.M.F. of our cell constant, the 
difference of potential is likewise proportional to the square root 
of the reciprocal to the total resistance in circuit with the cell. 
Parallel readings, taken with a standard voltmeter throughout a 
range varying from 3 to 600 volts gave identical results showing 
no deviation from the above law, and an unvarying constant. On 
aceount of the metallic case and its connection to the rest of the 
apparatus, the indications of the electrometer are, so far as could 
be observed entirely independent of the absolute potential to 
which it is subjected as a whole. In fig. 2, when contact was made 
at a and the electrometer charged to the potential difference to 
which its terminals were then subjected it was found that much 
of the charge was dissipated by leakage during the course 
of a revolution of the armature, no matter how good the insulation 
of the apparatus was. A one-half microfarad mica condenser was 
then placed in multiple arc with the terminals of the electrometer 
atc. Then after a few revolutions of the armature the condenser 
became charged to precisely the same difference of potential exist- 
ing at the terminals of the electrometer, D, B, as shown in fig. 3, 
when the rotating edge on the armature passed the tip of the 
tongue on the arm at 4, 
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Under these circumstances the leakage that occurred was entirely 
unobservable as compared with the charge in the condenser during 
the course of time required for the armature to make many revolu- 
tions. Thus arranged then, the electrometer would give accurate 
readings of the primary and secondary E.M.Fs. and primary 
current corresponding to the connection of its terminals and the 
position of the arm ata. Again, the square root of the mean 
square of any of these values could at any time be read from the 
electrometer by short-circuiting the apparatus at a and cutting 
out the condenser at c. For the purpose of obtaining the curve of 
impressed E.M.F. and the ~ mean? of the same, 22 50-volt lamps 
were put in series across the primary circuit. The 7 inean? of the 
impressed E.M.F. in the primary was then obtained by reading by 
means of the electrometer with the condenser cut out and the com- 
mutating apparatus short-circuited, the mean’ difference of 
potential existing between each set of two lamps. In this way 11 
readings were obtained, the sum of which was the total impressed 
E.M.F. This served asa calibration of the non-inductive resist- 
ance formed by the lamps. At the same time that these observa- 
tions were made, two lamps were determined upon to be used in 
all subsequent observations on the total E.M.F. The above ob- 
servations served then as a calibration for the indications of the 
two lamps thus to be used. For the constant obtained by the 
ratio of the above total E.M.F. to the E.M.F. of these lamps taken 


at the same time always served to deduct the total “ mean? or any 
particular value corresponding to a particular phase of the im- 
pressed primary E.M.F. when the same had been observed with 
regard to the two lamps in the group thus set apart. In this way 
we avoided the direct measurements of the total impressed E.M.F. 

Two 50-volt lamps, sand F, were placed in series with the primary 
for a non-inductive resistance, and as previously stated the “ mean? 
and the value corresponding to any particular phase of the fall of 
potential through these lamps were observed. This gave a measure 


of the “mean? or any particular value corresponding to a par- 
ticular phase of the primary current, when the resistance of these 
lamps was known at the temperature to which they were brought 
by the current. A curve of resistances corresponding to the range 
of currents through which we used these lamps was determined 
carefully by Mr. Merritt at the Cornell Magnetic Observatory. 

In series with the secondary circuit was placed a gravity ammeter 
containing a few small turns, and correct in its adjustment; it 
indicated the “mean? in the same way that an electro-dynamo- 
meter would have done. Observing the various values of the 
secondary E.M.F. required no special arrangement—this was done 
directly in all cases. Since the Secondary was always at work on 
a circuit possessing almost no inductance no determinations of the 
curve of secondary current made for it would be found to be so 
nearly in unison with the secondary E.M.F. and possess all the 
characteristic variations of the same. The “mean? of its value 
was always known from the indications of the ammeter. As a load 
for the transformer 10 16-candle-power 50-volt lamps were provided 
that could be turned on and off as desired, and they were at an 
average distance from the transformer not more than 5 feet. 

a', a’, a’, at, represent, in fig. 2, the various terminals con- 
veniently arranged on aswitch board for ready adjustment for 
any desired set of connections. The adjustable resistance at 1 
consisted of a plug resistance box enabling one to get any number 
of ohms in circuit from 100,000 down. It was very conveniently 
arranged, but a suitable slide rheostat and a damped magnet on 
the electrometer needle would have facilitated greatly the rapidity 
with which observations could be taken. The mode of procedure 
was to set the brush at some suitable point of starting out, then 
corresponding to this point readings of the instantaneous values 
of primary E.M.F. were made. Then lamps were turned on in 
the secondary, the ammeter in that circuit was also read. The 
brush was then moved forward to a new position, and the above 
readings repeated. This was continued until we had gone over a 
complete period of two alternations, then the “ mean’ readings of 
the primary and secondary E.M.Fs. and primary current were 
made. To do this required a period of time covering usually not 
more than 2} hours. Careful observations were made which 
showed that the insertion of one, two or three lamps in the 
primary circuit did not perceptibly change the relation of the 
primary E.M.F. and current and secondary E.M.F. The indica- 
tions of the ammeter gave data for correcting for variations of the 
speed of the dynamo that throughout was not great. 

The following data should be given with regard to the trans- 
former that was used by us :— 


No. of turns in the primary coil wi woe 675° 
No. of turns in the secondary coil ... eco 35° 
Resistance of the primary .... Vee ... 21°8 ohms. 
Resistance of the secondary ... i ais 04 ohm. 


Fig. 4 is furnished with a scale to which it was drawn so that 
from it any details as to dimensions of the transformer can be 
obtained. 

The iron discs of the magnetic circuit of the transformer were 
made one-half millimetre in thickness, and its surface merely 
oxydised so that no special insulating material was provided be- 
tween the laminations. The total volume of laminated iron used 
in the transformer was 2,050 cu. cms, 

The mean cross section of the magnetic circuit was 63°3 square 
cms., and the mean length of the magnetic circuit 30°8 cms. 

The following observations with the secondary on open circuit 
and working on one lamp, five lamps, and ten lamps were made. 


SeconpaAry ON OPEN CIRCUIT. 


Brush reading. Current. 
21 119 ‘20 
29 855 ‘05 62°7 
19 1,250 ‘07 
18 1,420 ‘ll 70°7 
17 1,330 14 668 
16 900 "19 
15 45 ‘21 00°0 
14 751 ‘04 37°8 
13 1,210 ‘08 62°0 
12 1,390 ‘12 72°0 
11 1,410 ‘15 72°5 
10 1,100 ‘18 57°8 
9 355 +21 14:56 
8 645 ‘08 32°3 
| 1,130 04 57°8 
Observed 
V mean? 1,025 14 54°5 
Calculated 
from curves 1,030 147 53°5 
mean? 


SECONDARY CLOSED THROUGH ONE Lamp. 


Brush reading. Current. 
28 605 "225 31°4 
27 330 ‘125 153 
26 917 048 45°2 
25 1,300 179 . 67°6 
24 1,403 ‘215 
23 1,300 67:1 
22 820 43°8 
21 132 ‘185 47 
20 835 ‘000 3-9 
19 1,238 151 61:5 
18 1,420 215 717 
17 1,363 ‘238 684 
16 1,026 52°7 
15 170 215 9°7 
14 793 35°6 

Observed 

mean? 1,053 ‘196 52°3 

Calculated 

from curves 1,021 * ‘190 51°4 

mean? 


Mean of ammeter readings, 1°26. 


SECONDARY CLOSED THROUGH Five LAMPs. 


Brush readings, | Primary Current. Secondary 

29 256 "449 40°3 

41 ‘250 10°4 

27 723 000 28°9 

26 ‘306 54°8 

25 1,447 “495 69°1 

24 1,350 "483 67°2 

23 1,103 "453 57°6 

22 293 ‘304 215 

21 560 ‘000 19°8 

20 1,110 ‘318 48°8 

19 1,383 "464 65°7 

18 1,429 *511 70°0 

17 1,228 ‘800 60°3 

16 56 "374 24°0 

14°7 585 030 23°4 
Observed 

4/ mean? 1,050 390 51°0 
Calculated 

from curves 1,036 ‘383 50°6 

mean’ 
Mean ammeter reading, 5°83 


In fig. 5 are plotted curves deduced from the foregoing 
observations that show clearly the rate at which energy # 
given to the transformer, or that the transformer restoré 
to the circuit at all points of a complete alternation for the 
several conditions «ie which the transformer was ope 
The curves themselves show so clearly this particular 
of the performance of the transformer that nothing need be 
about them, except to give the percentages of the work given 
the transformer that is restored to the circuit by it under 
several foregoing conditions: Open circuit, 6°8 per cent.; 
Lun 3-9 per cent. ; five lamps, ‘96 per cent. ; ten lamps, ‘36 p@ 
cent, 
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SECONDARY CLOSED THROUGH 10 Lamps. 


Brush readings. 4 Current. 
21 138 ‘242 
20 826 276 29°7 
19 1,237 642 53°5 
18 1,378 795 64°0 
17 1,300 821 64°3 
16 924 700 51:1 
15 63 340 15°0 
14 698 ‘188 23°7 
13 1,138 587 49°0 
12 1,370 810 63°7 
11 1,343 844 66°0 
10 1,073 771 26:5 
9 323 479 26°5 
S 590 000 17°0 
7 1,117 *538 42°8 
Observed 
/ mean? 1,040 ‘631 49°3 
Calculated 
from curves 1,020 ‘634 49:38 
/ mean? 
Mean ammeter reading, 10°65. 
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The above observations and data are ample wherewith to com- 
ee the various losses of energy that take place in the trans- 
ormer under the several loads and under no load, and the deduc- 
tion of the corresponding efficiencies. These values have been 
computed and are given in the following table. 


P 
with the primary of the transformer. 


Heating loss. 


rimary 1,020). ary | ciency. | | loss in| Pri- |Secon- 
Watts. |Watts. 


Secondary open 52°3| 96:1 | 0-0 961 | 95°7 | 0-4 
One lamp 52°3 /159°1 | 64:3 | 41:1 | 948 | 93-9 | 09 
a lamps ... 50°1 |388°6 |300°9 | 77°5 | 87-7 | 83-1 | 3:3 
en lamps ... 47°5 pore 3250 | 86°6 | 82-9 | 69°7 | 8-7 


pr. cent. 


© © 


In fig. 6 these values have been plotted to scale there indicated, 
and the respective curves that they determine have been drawn 
80 that one can plainly see the exact performance of the trans- 
former under all loads. 
= a. interesting to note that this transformer might be 
mn to twice its rated capacity and the heating of the coils 
M “3 still be less than that of iron, although the heat produced 
iron grows less as the load comes on. Likewise, that its 
. ae would not yet have reached its maximum, and that it 

ould have a value of 92 per cent. In fig. 7 the outer curve re- 
Presents the relations between the magnetising current in the 


* 
ds _ oe alues given in this column have not been corrected for 
ditio wo lamps in series with the primary for the first three con- 
D ns = the one lamp that was used for the last. With ten 
mec À ere one lamp was used in the primary, this correction 
ps nts to an increase of the secondary E.M.F. of 3 per cent. On 
oe ‘ he oc and one lamp it is negligible and 3 per cent. increase 
ur À rar ar . When this correction is applied, the drop of 3°5 
obtained is what was observed by direct measurement on the 


secondary. 


+ = corrections have been applied for the two lamps in series 


primary and the d of magnetisation for all points of a com- 
plete cycle. The values locating the curve expressing this relation 
were readily deduced from the observations made when the trans- 
former was working on open circuit. Ina di * the dotted 
curve represents the curve of primary current that would te found 
should Foucault currents be known to be absent, and the relation 
of ampére turns and magnetisation be the same going up as 
coming down. Then if Foucault currents were present the dotted 
curve would have a component at a quarter of a period in advance. 
This would produce a negative lag in the dotted curve. From the 
position of the actual primary current it is plainly seen that but 
a very small component of the above nature is possible, and that 
the energy that is wasted by eddy currents must therefore be 
small, e radical departure of the primary exciting current 
from the approximate sinuous variation of the primary impressed 
E.M.F. is plainly brought out to be due to hysteresis. From the 
preceding consideration it is also evident that almost the entire 
advance of the exciting current and therefore the corresponding 
dissipation of energy is due to the same cause. 

It was thought of much interest to see what amount of hyste- 
resis should be indicated by ing the transformer slowly 
through the same cycle of magnetisation that it went at the rate 
of 138 cycles per second when at work on the circuit with its 
secondary open. Accordingly by Ewing’s method modified for 
the purpose by Dr. Sumpner, Mr. Merritt determined the inner 
curve shown in fig. 6. We regret greatly not to have had time 
for a careful redetermination of this inner curve, and carry the 
magnetisation to the same maximum that was done in the trans- 
former when on the circuit. The agreement between the cards 
would have been more marked even than in fig. 6. 


. 
500 
700. | WS | 
600 | 
ge / Se 5 A 
300. ] 
100 Z| “Etc: 
Watts in Secondary 
Fra, 6, 


The assumption made by Mr. Swinburne in his remarkablejand 
valuable paper on the “ Design of Transformers” (Proceedings 
of the British Association, 1889) would therefore be fully sub- 
stantiated. Mr. Mordey’s experiments, in which hysteresis and 
Foucault current losses producing a common loss were determined, 
were performed by cycles of magnetisation produced by rotation 
in which the degree of etisation did not vary in amount but 
direction, and cannot be said to throw light on the correctness of 
Mr. Swinburne’s assumption. Some, commenting on this paper, 
have used Mr. Mordey’s results as evidence that these assumptions 
"ea i ledge, th f th ti rties of the i 

a knowledge, then, of the magnetic properties of the iron 
with. which a given transformer is to be built, and the methods 
made use of by Mr. Swinburne, its efficiency is something that 
can be correctly predetermined. 

The importance of making a transformer produce the same 
E.M.F. at the terminals of the secondary under all loads, asserts - 
itself when it is used for incandescent lighting. In the trans- 
former under consideration, from the ratios of the primary 
and secondary turns, the E.M.F. that they produced, and the 
variations of magnetisation that had to take place through the 
primary in order that the same should produce an E.M.F. equal 
and opposite to that of the primary impressed E.M.F., the mag- 
netisation produced through the secondary and the magnetisation 
set up about the primary in its own air space, are determined. In 
the present transformer this “ leakage ” of etism amounted 
to about 1:2 per cent. When the transformer works on full load 
4°5 times as much current passes through the primary and the 
“leakage” of the primary in its own space is 4°5 times as mi.ch 
as on open circuit and becomes 5:4 per cent. This value, together 
with the small drop due to the actual resistance of the transformer 


* Not represented. 
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coils, accounts for the fall of 3:5 volts that was observed by turning 
on all of the ten lamps. 5 : 

Attention might be called to a similar “leakage ” in etism 
that takes place in the secondary circuit. It is plainly brought 
out by the lag of the secondary E.M.F. This magnetic “ leakage ” 
producing a self-induction is proportional to the secondary 
current. The rate of change of this quantity then is pro- 
portional to the E.M.F. that it produces. This E.M.F. is 
therefore a quarter of a period behind the secondary current 
and results in producing a small lag in primary and secondary 
currents and secondary E.M.F. 

Finally there is a curious behaviour of this transformer that 
remains to be accounted for. This is the considerable decrease in 
the loss by hysteresis as the transformer is loaded down, that is 
not to be accounted for by rise of “temperature or the falling off 


of the magnetisation due to the increased “ leakage” about the 


primary in its own air space. 
Primary Turns 675. 
000. 
475,000. |”. 
125,000. |S 4 
100,000. V4 [ 
75,000.) © th 
50,000.53 | / | 
95,000 | primar, Current erc 
20 | 15 | 11 #6 | | 05 | fig |15 | 
25,000 ! 
| 
11 75,000 
CR 
100,000 
| / / ] 
/ 125,000) 3 | | 
/ _ 45,000 
/ | | | 
250,000. 
7. 


The following reason suggested itself to the writer why this 
should take place. 

Mechanical shock has been shown to greatly reduce loss by 
bysteresis when iron is passed through cycles of magnetisation. 
Since the currents are at all times opposite each other in the two 
coils of a transformer, strong repulsion occurs when these currents 
are at a maximum, and no force is exerted when they pass through 
zero. So it follows that they continually keep thrusting each 
other apart when at work, and add to the disturbance of the 
laminated iron that already exists on account of its changing 
magnetisation. This increasing of the mechanical vibration of the 
iron may therefore account for the above-mentioned phenomenon. 

On open circuit the maximum magnetisation of the iron per 
square centimetre was 3,850 C.G.S. | | 

Loss by hysteresis per cycle per cubic centimetre neglecting 
Foucault currents ‘046 watts at 138 alternations per suet. | 

Coercive force per centimetre of the iron 2°76 C.G.S. 

conclusion, the writer would say that the data here given 
show for themselves so clearly the advisability of providing some 
pue means for breaking the primary circuit of the trans- 
ormer when not in use, that the strong advice of Mr. Swinburne 
in concluding his paper need not be repeated. 


NEW PATENTS—1889. 


20627. “ Improvements in electric distribution.” W. M. Mor- 
DEY. Dated December 23. 

20645. ‘‘ New or improved means for protecting the metallic 
coating of telegraph cables from corrosion.” J. A. L. DEARLOVE. 
Dated December 23. 

20652. “Improvements in incandescence electric lamps.” J. 
W. Epmunpson and W. CLARKE. Dated December 23. 

20660. “ An improved electric signalling apparatus.” J. O. 
WancxLer. Dated December 23. (Complete.) 


20717. ‘Improvements im electric cams.”* H. S. Prentiss. 


Dated December 24. (Complete.) 


20734. “‘Improvements in magneto-electric machines.” R. 
Happan. (Communicated by C. F. Gillette, United States.) 
Dated December 24. (Complete.) 


20751. “ Improvements in electrical accumulators.” F. Marx. 
Dated December 24. 


* ? Cars.—Eps. Eurc. Rev. 


20752. “Improvements in the manufacture of electrodes fc 
electric batteries.” F. Marx. Dated December 24. 

20797. “Improvements in pendants and other fittings fy 
electric light.” W. W. Srrope and C. G. GILL. Dates 
December 27. 

20856. “Improvements in elements for voltaic batteries” 


_D. G. FirzGeraup and A. H. Hover. Dated December 28, 


20911. “Improved battery plates for storage batteries.” 4 
E. Wootr. Dated December 31. (Complete.) 

20918. “Improvements in or appertaining to the method 
and apparatus for generating and maintaining electric current, 
of constant, or approximately constant, quantity in circuits of 
varying resistance.” W.P. THompson. (Communicated by W, 
Stanley, jun., United States.) Dated December 31. 

20955. ‘Improvements in dynamo-electric machines, in 
applicable to electro-motors.” J.J. Woop. Dated December 31, 

20962. ‘Improvements relating to the securing of rings 
washers, collars, or other perforated objects to me bars, 
or the like by the use of electricity.” H. H. Lake. (Com. 
municated by E. Thomson and H. Lemp, United States.) Dated 
December 31. (Complete.) | 

20971. “An electric exercising machine.” O.Imray. (Com. 
municated by the Electric Exercising Machine Company, United 
States.) Dated December 31. (Complete.) ~ 

20974. “A «4er of hydro-electric distribution.” F. Ryssx. 
BERGHE. Dated December 31. 

20991. “Improvement in electric and magneto bells and 
apparatus to used therewith.” H. P. F. JENSEN and J, 
JENSEN. Dated December 31. 


1890. | 


22. ‘ An improved flower stand and electric light standard 
combined.” Messrs. GRAHAM and Brppze. Dated January 1. 

42. “Improvements in the manufacture’of cables suitable for 
the distribution of electric currents.” W. 8. SMITH. Dated 
January 1. 

57. “Shades for oil, gas, electric, candle, or other artificial 
lamps or lights.” S. B. Krrscustzin and J. MANSERGH. Dated 
January 2. 

58. “ An improvement in or connected with incandescent elec 
tric lamps.” H. GARDNER. (Communicated by W. Reid, United 
States.) Dated January 2. 

61. ‘Improvements in breech mechanism for ordnance and 
electric firing arrangements.” G. Quick. Dated January 2. 

81. “Improvements in coin-freed apparatus for supplying 
currents of electricity and other articles or objects.” H. 8S. Pric 
and H. J. Dowstne. Dated Janyary 2. 

113. “Improvements in electric meters.” 
Dated January 3. 

135. ‘Improvements in alternate current motors.” L. B. 
ATKINSON. Dated January 3. 

175. “An improvement in electrical conducting wires and i 
the manufacture thereof.”” KR. Mannesmann. Dated January4 


W. Moseur. 


CORRESPONDENCE. 


Fire Office Inspections. 


Can any of your readers advise me if it is absolutely 
necessary to obtain the permission of the insuring fire 
office in order to be allowed to think even of using an 
artificial light ? | 

Surely it is sufficient if one advises the office that 
the use of incandescent lamps is contemplated, and 
states the precautions he intends taking, and asks if 
these precautions meet with their valued (!) approval! 

But no, it seems that you must first ask them to think 
about electric lighting before in any case deciding 
use it. 

Are there not many who think with me that thes 
fire office inspections and controls are becoming a little 
overdone ? I grant that a certain amount is desirable, 
but not too much. As an instance, what reliance cal 
be placed on the inspector who, when inspecting # 
certain installation for the first time, finds fault with 
everything ? Nothing will suit; all must be pulled 
about and altered “to suit the requirements,” &.; 
however, a week later the same gentleman (I am sur 


I was not mistaken) passed the chief part that had nd § 


been touched, using such expressions of approval 
Ah! that’s very nice, very good ! 

I believe this experience to be by no means unique 
and should like to know if there is any way of avoiding 
these little annoyances that cause at the time so mud 


+ 


| 
| 
| 
| 
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disagreeable and undesirable friction between the 
contractor and his client ? 
Remonstrance. 


Ferranti v. Edison. 


I hardly like this heading, but it appears to speak 
the truth. 

But we must not be too hard on the one who, indis- 
putably, is for passing into new fields. Pioneers always 
meet with more or less natural difficulties in their 
work, but often suffer most, inwardly, from contem- 
poraneous criticism. This criticism, however, is merely 
analogous to the crucible in refinery; but we must 
beware what pot we are heating, and not let the tem- 
perature get too high to melt it and lose its contents. 
Mr. Ferranti has already done excellent work with his 
high pressure currents, and he is really championing 
that system. ‘ Nothing succeeds like success,” and I 
am sure many of your readers, far from grudging him 
success in his venture, are desirous that he should 
succeed in his, after all, self-imposed task, if only for 
the reason that their operations will be affected by it. 

I am sorry, however, that Messrs. Ferranti and Ince 
should have made such a terribly weak defence of their 
system in their two recent communications to a con- 


temporary journal. This will mean some more heating © 


of the crucible. Let Mr. Ferranti go on, and never mind 
what Mr. Edison nor anybody else may say ; and let 
his wits be taken up in proving his system—4 system 
which he probably knows more about practically than 
anybody else—not on paper, by falling into the plati- 
tudinarian style of argument, nor by quoting puerile 
amusements about experiencing pleasant sensations 
from two exposed terminals in his company’s office, nor 
by attempting those gymnastic feats in which our good 
friends over the water so much excel, by stating that 
“we have had several accidents where men in the 
station have received a shock direct from the machine 
with a 2,400-volt alternating current, but not in one 
instance has death resulted.” 

The readers of this journal will regret that Mr. 
Ferranti should have made such a statement without 
giving some accurate details, because statements tend- 
ing to mislead eventually create a great want of confi- 
dence in the public mind. Surely Mr. Ferranti does 
not mean to say, or go so far as to imply, that this 
potential is not a death-dealer? And, further, what 
an exhibition of uncertainty then is brought forward 
to be faced, when it is stated that the men get shocks 
from the machines. It will be reasoned thus: “ The 
pitcher goes to the well, &c.,” so we can only suppose 
that the ordinary “pickled” or unpickled man will 
some day get his last shock if the machines are capable 
of giving them. 

Mr. Ferranti may know that he has a lot of outside 
sympathy in his work, including that of the writer, 
who, although he does not approve of high potential 
generators—that is, the dynamos—is quite in accord 
with the idea of transmitting electricity at the utmost 
useful potential, from point to point, through undis- 
turbed or permanently fixed mains ; he is more of the 
Opinion that less risk, and hence greater confidence, 
would be effected by using lower potential dynamos ; 
and if the energy be required to be transmitted toa dis- 
tance through such a cable as Mr. Ferranti describes 
(the jointings of which is the weak point), to transform 
ee lower potential current from the dynamos into a 
oe potential, by having a transformer or trans- 
ae ge at the generating station for that purpose ; so 

at all parts requiring attention, moving parts, &c., 
zoe be at a potential which would be safe to human 
rad the transformers and the higher potential con- 
ee being kept absolutely untouched,and away from 
chance of danger. Say, for illustration, 
ore ts with 100 ampéres generated in the 
ste _ coil of the transformer, from the primary 
fe pp pe with 10,000 amperes and 100 volts, produced 
cel en alternating machines in parallel (they would 
"à rpg each giving out 1,000 ampères, or any less 

Mber of machines with increased current, and bring 


the 10,000 volts down to 100 or 200 volts for the mains 
from which to take off current to the houses, and this 
could be accomplished by having a greater number of 
transforming centres, which would cost comparatively 
nothing to maintain. The area which can be supplied 
at a maximum economy at 100 or 200 volte, is a matter 
of simple arithmetic. 

But the mains, machines, and everything requiring 
touching or manipulating, must not exceed the 
volts ; no transformer to be placed in any house or 
building ; and the station transformers to be under lock 
and key, or a hundred locks and keys, if necessary. 
The whole system, then, is safe, and still Mr. Ferranti 
can convey his current to London at 10,000 volts ; but 
none of your plans of taking current into houses at 
2,000 volts. The transformers must not see the light, 
nor feel the touch of anybody or anything ; they must 
be looked upon, like in the Jewish Temple service, as 
the Holy of Holies, and, to be in their presence, to mean 
fear and trembling. The high potential conductor 
never to be touched for making branches, except to 
the transforming stations. 

Personal comparisons are at all times odious, and I 
cannot, therefore, let these gentlemen (Messrs. Ferranti 
en at free without calling their attention to this 
truth. 

Sir William Thomson and Mr. Edison are both very. 
good, excellent men; each in his own particular path 


has done much for us, the one giving us his depth of 


conceptions in the theory of vortices, and such like, and 
the other is an example of indomitable perseverance in 
wearing down practical difficulties in the application of 
anything and everything to useful ends ; and both, like 
good citizens, always have an eye to the main chance. 
The world is certainly benefited by the labours of these 
two great men, and they, again, must be thankful from 
having benefited from the world; they will receive 
their reward if only by being remembered in the future, 
or they will “live,” as the literary men have it ; and I 
see no reason why Mr. Ferranti may not gain lasting 
honours for himself, if he sticks to his task. 3 

I heard a good story, thus: “A cat is passing in front 
of a window, and there are two men (an Englishman 
and a German) engaged in the room or laboratory. 


. The Englishman is distracted in his thoughts, and he 


cannot be consecutive with that cat on the window sill ; 
the German is short-sighted and cannot see the cat, and 
is not disturbed, hence the German’s chance of success 
in invention is enhanced by his inability to see far. 
Let not Mr. Ferranti be disturbed by any number of 
cats, even if they squall. 

It is said that facts are against Mr. Ferranti. I can 
appreciate that statement when we classify the whole 
modern electric thought and machinery —the well done 
and the badly done—but it is not fair to an individual, 
whose work is not finished, to say that because his 
fellows have failed (through negligence, I consider), he 
must necessarily be considered to have failed. 

It takes a thundering lot of blacks to make a white ; 
but you cannot say to which either belong until you 
see both. And I would take this opportunity of bring- 
ing this fact in modern philosophy. before many of 
your correspondents who talk about. matter as though 
it were something really easily explained—that our 
knowledge is gained only by comparison ; everything 
goes in the double, and what is not comparable is 
not explainable; and as long as we cannot compare 
matter it is as idle to attempt to explain it as to say 
that we know what we are ourselves. We have not 
seen Mr. Ferranti’s work yet, the work he is anticipat- 
ing and probably means accomplishing ; and until we 
do see it, we should hesitate to pronounce any hastily 
formed opinions, but encourage him to go on. 

I have referred to the Jewish temple ; but I must be 
excused for so doing on the plea that Mr. Ferranti 
thinks it necessary to refer to periods anterior to the 
Christian era in speaking of his insulating material 
for his tubes. Why did not Mr. Ferranti tell us what 
it was? But I beg pardon—Mr. Ferranti is also a 
good citizen. Mr. Edison evidently knows nothing 
about it, so implies Mr. Ferranti. I will do a guess. 
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Mr. Ferranti did not mention Egypt ; but what did the 
Egyptians want with insulating materials ? I am off to 
Egypt now, like a good many more of our over-fed and 
sometimes overworked brothers. . . . . Arrived at 
Cairo and meet a countryman of mine in the “ Garb of 
old Gaul,” and, from his appearance, still retaining the 
“ fire of old Rome.” “ What I want is to get a genuine 
mummy.” “Oh yes,” says he, and it is arranged with 
one of those other good citizens of Egypt, a place where 
you see them in their prime. Carefully packed up and 
brought home: “Ah, now my boy, you know some- 
thing about the crust of the earth, what’s that ‘ black 
stuff ’ smeared all over the cerements of your departed 
brother?” “ Right—I have it!” “I’ve met you, or 
one of your tribe, Mr. Bitumen, before.”  ‘“ Have 
another look,” says he, in his eye. “Light the gas, 
and see what I’m made of.” I burn him. “By jove! 
there must be a lotof wax in you.” Burns splendidly. 
“Oh yes ; but I get thicker when you heat me, but do 
not burn me.” “Do youthough?” “TI say, Mr. Wax, 
Mr. Bitumen! you are disappearing!” Yes; and the 
feeble voice said one word, “ Residuum,” When you 
get a last message from a departing friend, it is fixed 
very stably in your memory. Imagine walking down 
Fleet Street in the direction of these two exposed 
terminals, where you get the pleasant sensations, with 
two words on the brain—bitumen and residuum—with 
no end to the tribe of the first, and no limit to the 
meaning of the other. But I’ll do as Dr. Johnson did, 
take many walks down Fleet Street, and when I think 
it down to its proper consistency [not the street], and 
those distracting cats do not bother me, I will call in 
at the nearest telephone exchange, and tell M. Edison 
all about it. But Oh !—Now somebody else guess. 


James C. Richardson. 
January 13th, 1890. | 


Two Suggestions. 


I beg to enclose sketch, showing a modification of 
the design sent you on 6th inst., as another step to- 
wards the solution of a safe conduit for electric light 
wires, which will, I hope (owing to the importance of 
the subject) stimulate your readers and bring forth an 
efficient and satisfactory systein, and thus solve this 
difficult and long standing problem. 


ENT 
LA! ‘ 2 


~ 
y STONE WAR 
4 
| 


You will observe that the side chambers are now in 
separate pieces, imbedded in cement, and intended to 
be of stoneware, which would be preferable to iron on 
account of insulation and less expense. 

The inner cover would also be of stoneware, but it 
may be advisable to have the top, or outer cover, of 


IRON COVER 1 


' ing upon your valuable space. 


iron as a protection against picks. As a prevention 
against gas accumulating in the side chambers might ] 
suggest that a blow of compressed air be sent through, 
say, once a-day. 

Permit me at this opportunity to remark that the 
patented device, described by Chas. W. Farquhar, in 
the REVIEW of Ist June, 1888, is, to my mind, a very 
practical one, and reflects credit on the inventor ; but, 
would not the addition of an iron cover and side 
chambers be valuable ? 


January 8th, 1890. 


Pardon me for again troubling you, but the enclosed 
sketch represents a further, and perhaps better, modi- 
fication of the proposed conduit for electric light wires 
which may not be uninteresting to your readers. | 

My aim is to simplify the manufacture of the stone. 
ware portion as well as the building of the conduit, 
This you will observe is attained by forming the 
conduit out of slabs secured in a bed of concrete. 


I, iron ; C, cement ; 8, stoneware ; 5, S, stoneware slab ; 
F, C, fine concrete ; W, wood ; V, ventilation. 


I may add that with a similar ventilating and 
draining arrangement for the two side chambers, it 
would dispense with the compressed air suggestion 
and make a very complete system of ventilation, but 
it may be inferred, why not connect all the chambers 
to one pipe and thus save expense. 

I would say, inasmuch gas would be more apt to 
penetrate into the central chamber and this is what 1 
should like to avoid. I presume there would not be 


CEMENT. 


IRON COVER 


any difficulty in baking the slabs so that they would 
be perfectly flat and free from warp; if so we might 
have to fall back on iron. Apologising for overdraw- 


One Interested. 
January 10th, 1890 
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CHEAP PREPAID ADYERTISEMENTS 
Relating to Situations Vacant, Situations Wanted, Businesses 
Wanted, Businesses for Sale, Patents for Sale, Specific Articles of 
any kind Wanted, or for Sale or Exchange. 


Three Lines and Under (24 words)... … 28. 6d. 
For Every Additional Line (8 words) ... … Os. 6d. 
Three consecutive Insertions for the Price for Two. 


This Scale does not apply to Trade Advertisements, terms for which 
” can be had on application. ” 


EQUIRED IMMEDIATELY, an energetic Manager for a 
small industrial manufacturing company. No technical 
knowledge required, but he must be a first-class man, able to 
organise, extend, and push the existing business. Salary £500 to 
£800 per annum, together with a large share of the profits.— 
Address, “R. F. F.,” at Horncastle’s Central Advertisement 
Offices, London. 3550 


ANTED IMMEDIATELY.—Young Man conversant with 

details of electrical fittings, for stores, and to represent 

supply company.—State age, salary; “ Switcu,” Brown’s, 4, Little 
George Street, S.W. 3554 


We G ELECTRICIAN required to undertake instal- 
lations by contract for wire running, &c., suitable for elec- 
tric bells and fire alarms.—Address, No. 3547, ELEcTRicAL 
Review, 22, Paternoster Row, E.C. 3547 


ANTED, a good Drum Armature Winder.—19, Malden 
Crescent, Kentish Town. 3545 


a re-engagement to take charge of installation 
Y arc, incandescent, accumulators. Able to erect and 
maintain the above. Distance no object if permanency.—Address, 
“J. C.,” Erxcrricaz Review office. 3544 


Vo LIGHTING engagement wanted by advertiser, as 
Installation Foreman or Inspector ; experienced, practical. 
Reference to last employers.—3,553, Review office. 3553 


IREMAN seeks situation; five years’ experience in the 
; erection of arc and incandescent installations ; take charge 
if required. Good references.—Address, “C. M.,” 39, Acklam 
Road, Westbourne Park, London, W. 3537 


PACTIOAL WORKING ELECTRICIAN, certificated and 

_ fully ere seeks engagement. Eight years’ varied ex- 
Perience. Could undertake whole or part management of works. 
—*“Conpucrance,” Review office. 


LECTRICAL ENGINEER. — Good practical installation 
d, arc or incandescent, desires engagement, home or 
abroad. Small salary. Good references.—“S.” office of this 


3524 


LECTRICAL ENGINEER and thorough M 

ug echanic (knows 
India and the East), wishes to undertake the erection or 
oe of installation abroad. Lighting or Metallurgical. 
testimonials.— A, G.,” Bath Villa, Wood Green, 


E-ENGAGEMENT sought as Manager of Works or General 
business London. Thoroughly practical 
‘salary Ade in electrical and scientific apparatus. Moderate 

-—Address, “3558,” office of this journal. ee 


| to “ Exursrrion,” office of this paper. 


VULCANITE. 


HARBURG INDIA-RUBBER COMB COMPANY. 
London Warehouse: F. WINTER, 
188, LONDON WALL WOOD STREET E.O. 


EBONITE. .. 


O ELECTRICAL ENGINEERS and others.—A gentleman of 

experience is willing to represent a good firm (having space) 

at the Edinburgh International Exhibition. For particulars write 
3560 


O FIRE INSURANCE COMPANIES.—Electrical Engineer 


residing in Central London is open to negotiate with above 
for inspection of electric light ins tions, in addition to other 
duties.—* E.E.,”’ 32, Store Street, W.C. 3561 


ARTNERSHIP —A well-known electrical engineer of exten- 
sive experience wishes w meet with a partner prepared to 
invest from £10,000 to £15,000 in starting.a manufacturing 
business. A gentleman of influence who would take an active 


part in ing on the business preferred. Principals or their 
solicitors only treated with—Apply to Mr. H. . 
ELECTRICAL 1EW office. 


07 STEEL VERTICAL BOILER, 20 horse-power, 15 feet by 
6 feet, four Galloway cross tubes, made by Holdsworth and 
Sons, Bradford ; cost £120, and but little used. Can be inspected 


at the Lighting Station of the Schmidt-Douglas Electric Company, 


Limited, Calvert Street, Halifax, by permission of Messrs. Blakey, 
Emmott and Co., Limited, Square Street, Halifax. Price and 
further particulars on application to Epcar Muserave, 
Accountant, Bradford. 3559 


ECOND-HAND ALTERNATORS—both self-exciting and for 
separate exciters. Sections may be connected in series or 
parallel at will, thus affording wide = of E.M.F. and currents. 
—For full particulars apply Unirzep ELECTRICAL ENGINEERING 
Company, 68, Victoria Street, Westminster. 3366 


HEATSTONE A BC Telegraph Instruments.—5 complete 

instruments, G.P.O. e, including bells, 30s. each ; 

6 extra Indicating Bells, 7s. 6d. each ; 1 12-line circular switch, 
10s.— Box “ D. 52,” Leeds. 3552 


ELEGRAPHS.—A gentleman wants to purchase some tele- 
graph instruments of various types, especially Morse and 
type-printing instruments, old and modern. Prices must be 
reasonable, but instruments not necessarily in good working order. 
—Send particulars and prices to No. 3,551, office of ELEcTRIcaL 
Review. 3551 


IST of Second-hand Dynamos and other goods for sale ; post 
free from J. W. Kina, 13, St. John’s Sq., London, E.C. 4319 


‘“ TNSTRUCTIONS FOR THE LAYING AND JOINTING 
OF UNDERGROUND ELECTRIC CABLES.” — Pro 
fusely Illustrated.—Translated from the French of Dr. Francois 
The Kinetic Enoinezerne Co., 26, Norfolk Street 
London, W.C. 613 


TO ELECTRICAL ENGINEERS, &c. 


TS COMMITTEE in charge of the intended Electric 

Lighting Co. for Ballymena, Ireland, offer £25 for the best 
and most economical plan or scheme for + the town by 
electricity. Plans and specifications to be delivered to the under- 
signed within two months from this date. The Committee 
reserve to themselves the right of selecting the best or most 
suitable scheme, and, on payment of the above amount, same 
will become their property, and they will not be responsible for 


any fees or expenses in respect of any scheme rejected by them. 
13, Albert Place, Ballymena, J. CAMLIN, ~ 
January 8th, 1890. 3546 ' Hon. Sec. 
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HECTRICAL ENGINEER with considerable experience in | 
Ai managing and erecting dynamos, in the fitting up of arc 
andescent lamp circuits, both in England and abroad and | | 
pee sey wishes to find employment, or would join a well- | 
étsblished firm as working partner. First-class references — | 
pply by letter to “ ENGINEER,” care of Messrs. Ravenscroft, 
Hills and Woodward, 15, John Street, Bedford Row, London, W.C. ' 
$405 | 
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TO ARCHITECTS, BUILDERS, &c. 


ELECTRIC LIGHTING. 


HE MAXIM-WESTON ELECTRIC COMPANY, LTD., 
are prepared to give estimates free of charge for Electric 
Lighting and Wiring in all its branches. ee 
Being a MANUFACTURING COMPANY we can offer 
special terms to the trade. Gentlemen’s sons taken as pupils 
at our works Kingsland Green, offices 55, Victoria Street, 
Westminster. 3507 


THE ELECTRICAL STANDARDISING, TESTING 
AND TRAINING INSTITUTION, 


Founder—ROBERT HAMMOND. 

Board of Control—The Right Hon. the Earl of CRAWFORD, Chairman , 
The Hon. REGINALD BROUGHAM; ROBERT HAMMOND; FRANCIS INCE. 
HUGH E. HARRISON, Principal. 

Laboratories & Workshops—Charing Cross. Offices—15, St. Helen’s Place, E.C. 


HE new Session for the Training Department of the Institu- 
tion commences on Wednesday the 19th February next. The 
course combines the College and Workshop systems of instruction. 
Students attend lectures and receive practical instruction in Elec- 
tricity and Magnetism, General Physics, Chemistry, Mathe- 
matics, Electrical Engineering and Mechanical Engineering. Ad- 
vanced students assist the staff of the Institution in the work of 
Standardising and Testing in the Laboratories, and also the out- 
door Inspectors in various parts of London and the country. 
Students who have passed through the Institution course suc- 
cessfully are drafted into the various Companies’ Works, where 


they receive salaries according to the aptitude they have shown > 


for their work. 
For prospectus and further particu apply to the Secretary, 
Philip A. Latham, M.A., 15, St. Helen’s Place, E.C. a 


LE GENIE CIVIL, 


Weekly Review of French and Foreign Industries in General, 
6, RUE DE LA CHAUSEE D’ANTIN, PARIS. 


Editor-in-Chief, MAX DE NANSOUTY, Ingenieur des Arts et 
Manufactures, Officier d’Academie, Secretary of the Electrical 
Committee of the Exhibition of 1889. 


Le Genre Crviz deals with all subjects connected with Science 
, Arts, Architecture, Construction, Hygiene, Public 
Works, Electricity, Chemistry, Railways, Mechanics, &c. 

Le Genre Crvit publishes, also, all the Official Documents of 
the Exhibition of 1889 in extenso. 


THE BEST CONTINENTAL ADVERTISING MEDIUM OF ALL. 


All communications for the Advertising or Publishing Depart- 
. ment to be addressed to Mr. Bocquer, Genre Crviz Orrice, 6, Rue 


de la Chausée d’ Antin, Paris. see 


GEORGE HERIOT’S TRUST. 


HERIOT-WATT COLLEGE, EDINBURGH. 


Professorship of Physics and Electrical Engineering. 


bh hess GOVERNORS having resolved to appoint a Professor of 

Physics and Electrical Engineering, be glad to receive 
applications from Candidates for the Appointment. Written 
applications, accompanied by 30 copies of Testimonials, should be 
sent to the Treasurer of George Heriot’s Trust on or before 
20th January, 1890. 


The Salary of the Professor is £400 ci annum. Enquiries as 
to the duties of the Professorship should be addressed to Principal 
Oerzvre, at the Heriot-Watt College. Candidates are uested 
to abstain from calling on the Governors unless they are invited 


to do so. 
DAVID LEWIS, Treasurer. 
Treasurer’s Chambers, 
20, York Place, Edinburgh, 20th December, 1889. 3406 


CITY AND GUILDS OF LONDON INSTITUTE 


For the Advancement of Technical Education, 


CENTRAL INSTITUTION. 


COURSE OF LECTURES ON ELECTRICAL TECHNOLOGY, 
By Prof. W. E. AYRTON, F.R.S. 

J ae COURSE for the Spring Term includes Lectures on 

Accumulators, Electric Lamps (arc and incandesvent), 


Transformers, Direct and Alternate Current, Electric Traction, 
Telpberage, Distribution of Energy Electrically. 


Fee 1} guineas per Term, or 3 guineas per Session. 


The Lectures will be given on Mondays and Wednesdays from 
4 to 5 o’clock, beginning on JANUARY 15th. 


Particulars and Tickets for the Course may be obtained on, 


application to the DEAN, Central Institution, Exhibition Road, 
S.W. 


JOHN WATNEY, 
3407 WALTER S. PRIDEAUX, } Hon. Secs. 


JOHN JARDINE, 


| DEERING STREET, 
NOTTINGHAM. 


Telegraph, “JARDINE, NOTTINGHAM.” 
Telephone No. 295. $713 


JUST PUBLISHED. In Pocket-book Form with Illustrations. Cloth Qs. 


ELECTRICAL NOTES AND DEFINITIONS. 


FOR. THE USE OF ENGINEERING STUDENTS AND PRACTICAL MEN. 
By W. PERREN MAYCOCK, A.M.I.E.E., Instructor in Electrical Engineering at the Pitlake Institute, Croydon. 


: Together with the Rules and Regulations to be observed in Electrical Installation work, as issued by the Institution of Electrical Engineers and the Phoenix Fire Office | 
Ee. & FEF. N. SPON, 125, Strand, LONDON. 


NEW YORK: 12, Cortiandt Street. 


DRAKE GORHAM, 


2, PRINCES MANSIONS, VICTORIA STREET, S.W. 


OWNERS OF 


CARDEW 


ABSOLUTE IMMUNITY FROM DANGER ON HIGH TENSION | 
DISTRIBUTION CIRCUITS. mil 


| 
| 
| 
CAST-IRON PULLEYS 
With Interchangeable Brushes. 
| 
| 
| 
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ORDER ONCE. 


ELECTRICAL DIRECTORY 


For 1590. Price Gs., Post Free. 


THE OLDEST, AND “PAR EXCELLENCE” THE LEADING ELECTRICAL TRADES DIRECTORY. 


A FACT WHICH SPEAKS FOR ITSELF :—40 Per Cent. of the Advertisements 


which will appear in the 1890 Book are repeat orders from eminent electrical firms, 
for the 8th and 9th consecutive year. 


Wm. DAWSON & SONS, 148 & 149, Upper Thames St., London, E.C., 


ALTERNATING CURRENT INSTRUMENTS 


OOLDEN INSTRUMENTS 


AND FOR EVERY PURPOSE. 


AMMETERS. 
VOLTMETERS. 


Thorough Mechanical Construction. Simple 
connections for heavy currents. 


Can be left continuously in Circuit. Do 
not overheat or burn up the Coils. 


| For QUICKLY measuring at full working volts the 
+ INSULATION RESISTANCE of House Wiring, jf 
2 Cables, Dynamos, &c., with PORTABLE 100-Volt 


GENERATOR. 


The ine instrument for the purpose which 
can be fixed to a switchboard, reading 
correctly for any frequency. 


WOODFIELD WORKS, HARROW ROAD, LONDON, W. 


GOLDEN 


AND COS 


YNAMOS. 


Insulated throughout with MICA. 


O T O R S. nt BUILT. 


Will drive ee direct with Spur Gearing without 
breaking down the armatures. 


WOODFIELD WORKS, HARROW ROAD, LONDON, W. 10-H. P. "Launch M Motor ee Goolden Watertight Armature; 


will work with Armature in water. 
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NEW BOOKS. 


The following Books may be had Post Free by remitting the respective amounts to 


“ELECTRICAL REVIEW” OFFICE, 22, PATERNOSTER ROW, LONDON, EC. 


Experimental Science. Electric Testing of Telegraph k 


(680 ENGRAVINGS) Cables. 


By G. M. HOPKINS. Price 16s. By Col. V. HOSKIER. (8rd Edition.) Price 4s, Gd. 


Mechanical Graphics. Electric Light. 


By GEO. HALLIDAY. Price 6s. By JOHN W. URQUHART. (3rd Edition) Price 7. 64. 


Evolution of the Electric Incan- 


descent Lamp. 
By FRANKLIN LEONARD POPE. Price 4s. 


Practical Notes for Electrical | 
Students. A1 


By A. E. KENELLY and H. D. WILKINSON. Price 6s. 6d. 


Modern Views of Electricity. 
By OLIVER J. LODGE, D.Sc. Price 6s, 64. 


Law of Electric Lighting. || 
By. 8. BOWER and W. WEBB. Price 42s. 6d. 
Potential and its Application to 


( Practical Electrical Notes and! 
the Explanation of Electrical 


Definitions : 4 
Phenomena FOR THE USE OF ENGINEERING STUDENTS AND PRAOTIOAL MER!) 
(POPULARLY TREATED). By W. PERREN MAYCOCK, AMLLE.E. Price 2, | 
By Dr. TUMLIRZ, of the German University at Prague. Price 3s, 6d. 
(TRANSLATION ) Electrical Dictionary. 


By EDWIN J. HOUSTON, A.M. Price 10s. 64. 


Electricity in Modern Life. 


By G. W. TUNZLEMAN, B.Sc, Price 3s. 6d. Practical Electrical Measure- 
Short Lectures to Electrical By JAMES 
Artizans. | a 
By Dr. J. A. FLEMING. Price 4s. Useful Rules and Tables. . 
ae By Prof. RANKINE and Prof. JAMIESON. Price 40s. 64. 
Electricity in our Homes and | “oe 
Workshops. Alternating Currents. . 
‘By S. WALKER, — Prices. By T. H. BLAKESLEY, M.A. Price 4s, 6d. 


Alternate Current Transformers| Magnetism and Electricity. : 
By Dr. J. A. FLEMING (Vol. L). Price 7s. 64. By Prof, JAMIESON, MLCE. (Part I.—Magnetism.) Price 48 


Any Book forwarded on receipt of Publisher's Price. An important List of Modern Books, on Electricity | 
and allied subjects, free on application. 
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G. WALL, 


MAGNETO WORKS, SHEFFIELD. 
SPECIALITIES IN STEEL AND STEEL WIRE 


USED IN ALL BRANCHES OF 


Steel of the highest efficiency; Tool Steel of all descriptions; Cold Rolled Steel of all dimensions; Tempered and 
Polished Steel in strips; Tape Steel also Etched; Finished Springs (helical and spiral); Steel Wire in lengths 
or coils (all gauges); Tempered Wire Polished and Plated for Springs, &c. 3519 


«& 


WESTERN HELECTERICAIT, WORES, BRISTOL, 
Manufacturers of 


+ WIMSHURST INFLUENCE ELECTRICAL MACHINES 


Of New and Improved Pattern, with and - or or quadrame plates. Acknowledged to be the best finished 


ow: Electric Bells and Indicators, Lighting Burners, K ] M. B. Patent Pocket Galvanometers, 
Deprez-D’Arsonval and other Galvanometers, Resistance Coils, Metre and Wheatstone, Bridges, Morse 
_ Sounders of special pattern, Lightning Conductors supplied and erected, and thorough efficiency guaranteed. 
= NEW PRICE LIST, POST FREE, 44. Telegraphic Address: “KINGHAM BRISTOL.” 5061 
Specially Compiled List of Electrical Publications, Post Free 2d. 


SAMUEL ELLIOTT, Albert Moulding Mills, Newbury 


nan ma: _ London Offices and Show Rooms : 
STAR DIPLOMA, LONDON, 1887. 68, FINSBURY PAVEMENT, E.C., 


FIRST MEDAL OF MERIT, BRUSSELS, 1888, Opposite Moorgate Station. 


SILVER MEDAL, PARIS, 1889. GOLD MEDAL, YORK, 1889. 


Manufacturer of all kinds of Wood Casings for Electric Wires and Cables in Yellow Deal, Pitch Pine, Oak, Mahogany, 
Walnut, &c., in the best manner, struck clean and s New Catalogue (No. 6) designs, containing numerous illustrations 
of Casings and Ornamental Covers. Every length Cover stamped with Trade k. SPECIALITE:—DESIGN AND QUALITY. j¢37 


€ HINA SWITC H ES, 


Wall Connectors, Fuses, Ceiling Roses, Lampholders. MOVABLE PIN. 


ALL ELECTRICAL FITTINGS FOR CONTRACTORS, 


FANCY GLASS SHADES, REFLECTORS, AND BOWLS. 
Special Colours and Designs. 


FOWLER, LANCASTER & CO. Lo, 


ELECTRICAL ENGINEERS 


AND 


MANUFACTURERS OF ALL FITTINGS FOR ELECTRICAL CONTRACTORS, 
Albert Works, BIRMINGHAM. 


SAMPLES ON APPROVAL. Price List ON APPLICATION. 3962 


STEPHENS, SMITH CO., 


EX Millwall, LONDON, E. 


ELECTRIC LAUNCH BUILDERS, ~* 


ELECTRIC TRAMCAR 


Vv 


Engineers ESTIMATES GIVEN 
MUTOR MANUPACTURERS SHIP LIGHTING 
DYNAMO P SLBOTRICITY. 
RPROLALITY. 
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DYNAMOS. 


THE “LAHMEYER” PATENT 
CONTINUOUS CURRENT DYNAMOS 


Are the most efficient and cheapest in the market. 


FOR SHIP LIGHTING they are specially adapted. No 
Scattering of Lines of Force, therefore no magnetising 
of Compasses or Watches. 


NO SPARKING at Commutator. 


EFFICIENCIES up to 96 Per Cent. à ok TE 
STOCK.—Machines can be supplied from stock at a few 
days’ notice. 


One Thousand Machines Sold in Two Years. = a ae 
FULL PARTICULARS UPON APPLICATION. 


BOLLING & LOWE, 2, Laurence tines Hill, LON DON, 


RATUS, and ready delivery, GE N & C O 
SX FARADAY WORKS, LEICESTER, 
ELECTRIC LIGHT ENGINEERS 


Manufacturers, Wholesale and for Export, af 


EVERY DESCRIPTION OF ELECTRICAL APPARATUS 
WHOLESALE AGENTS FOR 


GASSNER’S. DRY CELL. 


ALSO MAKERS OF 
MEDICAL BATTERIES 
With special form of Dry Cell. 


WATCHMAN’S CLOCKS, 


TELEPHONES. | 
GENT & COS PATENT INSULATED CELL 


A POPULAR ILLUSTRATED JOURNAL DEALING WITH 
ELECTRICAL MATTERS. 


PUBLISHED MONTHLY—POST FREE, 64. 
Offices & Warehouse : 52, Queen Victoria St., & 39, Queen St., London, E.C. 


Telegrams—“ INDICES,” LONDON. Telephone—1533. 


Le RORITEUR des INVENTIONS INDUSTRIELLES 


15th YEAR. 
6 BOULEVARD DE STRASBOURG. PARIS. 
Sisteen Pages, Half-Monthly, Illustrated. 
SUBSCRIPT ION : 6s. Year ly, 8s. 6d. Half-Yearly, P ost Free. 


ESTABLISHED 1872. 
THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 


TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR couNTHÉ | 


22, PATERNOSTER ROW, LONDON. 


THLEGRAPHIC ADDRESS: ‘AGEHKAY, LONDON.” CODE A BC.| 


All Letters should be addressed to the Proprietors, H, Alabaster, Gatehouse & Oo. 


. SUBSCRIPTION RATES.—In Great Britain, post free, year, 19s. 6d. To all Foreign Countries (except those mentioned 
below), per Year, 21 1s. Sd. Exce tions, —Ab , Aden, Borneo, Ceylon, India, Java, Labuan, Mozambique, Penang, 
Persia (vid. Brindisi), Philippine Islands, Singapore, Zanzibar, to which the rates are : per Year, £21 8s. 10d. 


VOLUME XXYV. can now be had bound in black cloth, gilt, at 12s. | A Complete Set of Volumes may still be had. 


BINDING.—Subscribers’ numbers bound for 8s. 6d. each volume, including case. CASES.—Cloth Cases for Binding can be had. | 


price 2s. 6d. each. 


= CASES, to hold from One to Twenty-six Numbers, till _ Volume is complete for Binding, can now be had from | 


Publishers, Price 6s., or Free by Post (in Great Britain) 6s. 6d 


FOREIGN AGENTS.—New York: D. Van Nosrranp, 23, Murray Street. Paris: Veuve J. Boyvzau, 22, Rue de la Banque 
rlin: Asnzr & Co., 5, Unter den Linden. 


NOTICE TO SUBSCRIBERS. 


By special arrangement with the proprietors, we are enabled to supply any ot our Subsc . 
with that excellent monthly paper THE ELECTRICAL ENGINEER, of New York, post free, for 
per annum. Our Subscribers will, in this way, be enabled to obtain, at a very advantageous rate, this 
valuable compueten of American electrical news, edited by Frank L. Pope, Esq. 


NOTICE TO ADVERTISERS. 


The following are the latest times up to which Advertisements can be received for publication | 
in current week’s issue:—-New Advertisements, or Alterations to existing ones, Wednesday 2 pd | 
Small Announcements for middle pages Thursday 2 p.m. 


ADVERTISEMENT RATES OW APPLICATION. 


Cheques and Post Office Orders (on Chief Office, London) to be made payable to Mr. H. ALasasres, 22, PaternosterRow, E.C. 
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WILLANS ENGINES 


| (PATENTS or 1884 anp 1885), ; 
Are made in Ten Standard Sizes, from 3 to 530 I.H.P., with either One or Two Cranks, and for Speeds of from 280 to 700 Revolutions. 


They are equally suited for Condensing or Non-Condensing; for the direct driving of High-Speed 
Machines, such as Dymarmros and F‘ans, or for Driving General Machinery by Belts or 
Gearing. It is now fully established that they possess Extraordinary Freedom from Wrear, a: all 
Bearings are in “ constant thrust ” (which is not the case with many Single-Acting Engines), and are Self-Lubricated. Their Small 
Size and weight, while advantageons in all cases, fit them for uses to which the majority of engines are inapplicable. Al 
except the smallest sizes are made either Simple, Compound, or Triple-Expansion, according to the 
pressure available, and recent trials show that they work with a 


SMALLER CONSUMPTION OF STEAM 


Than amy other type of engine in the market indicating equal power. Non-Condensing, a consumption of steam as low as 18:2 lbs. 
per LH.P. per hour has been recorded, and the Makers are prepared to Guarantee that the larger Condensing Engines 
shall work, at least, as economically as the best class of Compound Corliss Engines, while possessing enormous advantages in 
Lightness, Compactness and Cheapness. 


THE WILLANS CENTRAL-VALVE ENGINE IS WITHOUT RIVAL 


FOR ELECTRIC LIGHTING, 


For which purpose several hundreds have already been applied with the utmost success. Engines are on order at the present 
time for nearly all the most important Public Lighting Stations now under construction in England, and the indicated power of the 
Engines already supplied, or now on order, exceeds 


Thirty-Thousand Horse-Power. 


PRICE LISTS WITH FULL PARTICULARS ON APPLICATION. 


TELA MNES 5s SURREY. :: 


TELEPHONES 


FOR EXPORT TO ALL PARTS OF THE WORLD. 


THE 


CONSOLIDATED TELEPHONE CONSTRUCTION AND 


MAINTENANCE CO, LIMITED, 
OF No. 109, FARRINGDON ROAD, LONDON, EC, 


Are the SOLE LICENSED MANUFAC- . 
TURERS of TELEPHONES for Export and — 
for use in the United Kingdom, under 
LICENSE granted to the Company by the 
UNITED TELEPHONE CO. of London 
(now the NATIONAL TELEPHONE CO.) 
NO TELEPHONES can be manufactured 

by any person or Company (other than ¢ 
_ the CONSOLIDATED TELEPHONE CO.) 
in the United Kingdom, and the said Com- 
pany offer a substantial reward for suffi- 
cient evidence as will enable proceedings 
to be taken against infringers of these rights. 


CATALOGUES AND PRICE LISTS ARE TO BE HAD 
FREE ON APPLICATION. 


THE CONSOLIDATED TELE- 
PHONE CO. is prepared to supply 
the celebrated SIMPLEX ARC LAMP, 
Lo which burns with great brilliancy and 
= Steadiness in parallel circuits. 

Sizes from 5 Ampéres Upwards, 495 


SINGLE LAMP COMPLETE, WITH GLOBE (large and small six) from 90s. 
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WESTERN ELECTRIC CO. 


TELEPHONIC APPARATUS. 
ARC LAMPS AND DYNAMOS. 
PATTERSON CABLES FOR TELEPHONES, TELEGRAPHS AND ELECTRIC LIGHT. 


79, COLEMAN STREET, LONDON, E.C, 
CHICAGO, NEW YORK AND ANTWERP. CR 


We are issuing a New and Enlarged Catalogue for 1890; 


containing a large amount of Information and Prices of 
Electrical Apparatus of our Manufacture. The Catalogue 


will be priced 2s. 6d., but will be sent free to the Trade. 
Application should be made at once by all wishing for a 


Copy. A new edition of the Pocket Price List with useful 
formule, Price 1s., will be issued shortly. | 


—— 


CROMPTON CO. 
MANSION HOUSE BUILDINGS, LONDON, E.C. 


AND 
ARC WORKS, CHELMSFORD. au 


WESTINGHOUSE 


LIMITED, 


4, VICTORIA MANSIONS, 32, VICTORIA STREET, S.W. 
MAN UFACTURERS OF 


ELECTRIC LIGHTING APPARATUS 


For CENTRAL STATIONS & ISOLATED PLANTS. © 


ESTIMATES ON APPLICATION. 
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Every Electrical Engineer desirous of receiving gratis a 


WOODHOUSE & RAWSON 


ELECTRICAL ALMANAC 


For 1s90 
(a separate slip for each day ) is requested to send 3d. in Stamps, 
to cover Postage, at once, with his name and address, to 


88, QUEEN VICTORIA ST. LONDON, 


and copy will be sent on publication. 


CELLULOID PAPER KNIFE, gold lettered, with English and French 
Measure, and Calendar for 1890, sent on receipt of lid. 
in — to cover Postage. 


REID BROTHERS, 


12. WHARE ROAD. CITY ROAD. LOMWDON: N. 
TELEGRAPH ENGINEERS AND CONTRACTORS 
For the Supplying, Erecting, and Laying Down Under-Ground Wires both for 
fELEGRAPHS AND ELECTRIC LIGHTING 
PNEUMATIO TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. 
MAKERS OF RADCLIFFE’S PATENT ELECTRICAL SIGNAL LOCKING APPARATUS. 


PATENT TELEPHONIC WIRES 
TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 


MANUFAOTURERS OF SUBMARINE OABLES, WIRE, IRON POLES, INSTRUMENTS, BATTERIES, INSULATORS AND STORES OF EVERY DESORIPTION 
Contracts entered into for the Supply, Construction, and Maintenance of Telegraph Lines. | 20e 


BITUMEN TELEGRAPH WATERPROOF 


LIMITE D. 
Telegrams: “CALLENDER, LONDON.” 
LIVERPOOL: 36, Dale Street, 
Telegrams: “CALLENDER, PICARDY.” 
UNDERGROUND MAINS 
LAID COMPLETE ON CALLENDER-WEBBER OR SOLID BITUMEN SYSTEMS. 


LEAD SHEATHED WIRES AND CABLES 


FOR UNDERGROUND WORK, HOUSE AND FACTORY MAINS AND SHIP WORK. 
Concentric Cables_-ARMOURED-Metal Sheathed, 
ABRIAL CABLES. 


101, Leadenhall Street, LONDON. Telephone, No, 4,485, 


Works: ERITH, KENT, Telephone, 8,411, 
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SWITCHBOARDS, 
Switches, 


Telegray hic Address: 
“PLATESSA, LONDON" 


7 CABLES AND WIRES, 
Incandescent Lamps & Lamp-Holders, 
MEASURING INSTRUMENTS, 
Scientific and Laboratory Instruments, 


DYNAMOS, ‘ENGINES, BOILERS, 
COMPLETE HBLECTRIC PLANT. » 


| 


COYENT GARDEN. 


HIGH: CLASS ARTISTIC ELECTRIC FITTINGS : 


Designed by CRICHTON HANNAH, Esa. 

(Exhibitor at the Royal Academy, 1887—1888.) 
Valuable Models in Stock of Renaissance, Louis XY., Louis XVI., Girandoles adaptable for the Electric Light. 
SKILLED MODELLERS AND CHASERS EMPLOYED. 
SILVER AND COPPER FITTINGS, COPPER STANDARDS, COPPER AND GLASS SUSPENSIONS, COPPER CEILING LIGHTS, COPPER BRACKETS 
METAL WORK FINISHED IN GOLD LACQUER, ORMULU, ELECTRO OR MERCURY GILDING. 


LA 


4 


CHEMICALS. | 


ALL KINDS FOR ELECTRICAL WORK, and also for INDIA-RUBBER & gp chgapenra MANUFACTURERS, 


Supplied amd Shipped at shortest notice 


G. BOOR & Co., 1 & 2, Artillery Lane, Bishopsgate, “LONDON, E. C | 


CONTRACTORS TO THE POST OFFICE. WAR OFFICE, ADMIRALTY, INDIA AND NEW ZEALAND OFFICES AND LEADING TELEGRAPH COS. 


BootTH, ELL.SON & C 
ELECTRIC LIGHTING. Civil and Glectrical Gnainesrs, = 


THE MAXIM- WESTON ELECTRIC CO. Ltd. 5, QUEEN STREET, MELBOURNE, AUSTRALIA. 


The above Firm undertakes Commissions and Agencies for the 
(Under New Management), Australasian Colonies, : 
Are ptepared to supply Estimates free of charge for Electric “ 2009 


for,the Wiring of Buildings supplied from central stations. 
kr Li hting a speciality. 


of West's Patent and arc | THR BERNSTEIN ELECTRIC LAMP 004 


Automatic Controlling Apparatus and System for Central Station  GIMITHD), : 
Distribution; Ceiling Switches, Cut-outs, and all accessories. | 2, MARLBOROUGH MANSIONS, VICTORIA ST. LONDON, SW. | 
Offices: 55, VICTORIA STREET, WESTMINSTER. 
Works: KINGSLAND GREEN, LONDON. Fe OWNERS of the BERNSTEIN SYSTEM of ELECTRIC LIGHTING 
ie | Sar The lamps of this Company are of low resistance, sil 
“CAMP 


entirely free from the claims of other companies. 


MOTORS, 


_ ELECTRO-MAGNETIC MACHINE TOOLS. 


D WNAMOS. 
Makers of “CAMPBELL” Dynamos, for Incandescent and Arc and re À Higntieg- 
_ Klectro-l’lating, Charging accumulators and Generators for Moto 
ELECTRO-MotToRs 


For Machine Tools, Tramcars, Launches, Hoists, Haulage, Pumping, Winding, 
eatilating, Mining, and other purposes. 


: CASE WORKS§ 
5, PHOENIX PLACE, 
COLOBATH FIELDS, LONDON, 


| 

Manufacturers of the “CAMPBELL” and other Arc Lamps. 

CON TRACTORS | Brery description of Cas 

à cent: on | À 

À Ships, ‘lun ns, &c., &c. all parts of the country. | BY MACHINERY 4 

REPAIRS. # 


PERTE 
Dynamos Rewound and 1 Modernised, New Commutators, Brushes, &c. 
c Lamps hkemodelled, mn 


TESTING AND EXPERIMENTAL WORK CARRIED OUT. 


ANDERSON, CAMPBELL & MUNRO, 


HYDE PARK ELECTRIC WORKS, 


HYDE PARK ST., GLASGOW. 


“THE SCHANSCHIEFF PORTABLE BATTERY À 


| 
O OÙ: 
AL _ 
Y 
66 
ECLIPSE” ELECTRIGAI 
And Electrical Instrument Me . 
| 3804 


GULCHER ELECTRIC LIGHT POWER COMPANY, 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


ARE NOW MANUFACTURING SPECIALLY FOR THE 


> 
BATTER Ss E BATTERSBA 
THE GULCHER ELECTRIC LiCHTPOREE C | ha 7 
BATTERSEA FOUNDRYsw. EP 2% 
114. HP £26 
, | 2 BP. £80 


| , 3121 
For Catalogue and Particulars apply 0 EE MANAGER, BATTERSEA FOUNDRY, S.w. 


JOSEP BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY JARS. 


For Thirty years these manufactures have been celebrated for a high degree of vitrefaction combined with great to hness and strength. — 
si Brown Stoneware. White bite Stoneware. Brown Porcelain. Porous Cells, 
Beonemy Strength and Durability combined. Prise Medal, Pers 


_ Makers of Mr. Slater Lewis’ Patent Self-Binding Insulator. 
Works: DENBY POTTERY, NEAR DERBY 
ern Office: 6 ST. PANCRAS STATION EUSTON ROAD, N.W. 3206 


RAMSDEN, CAMM 


BRIGHOUSE. YORESHIRE, 


MANUFACTURERS OF 


TELEGRAPH, TELEPHONE AND CABLE WIRE, 
‘ + Contractors to H.M. Postmaster-General, the Indian and Colonial Governments and leading Railway Companies 
LONDON OFFICE: 72. KING WILLIAM STREET. EC. x 


MANUFACTURED BY | 
THE NORTH BRITISH RUBBER CO., LIMITED, 
OUR CATALOGUE 
of Accessories 


Edinburgh; London, 57, Moorgate St.; Manchester, 6, Charlotte hy 
Liverpool, Cereal Court; Glasgow, 106, Buchanan St. 962 
for the Transmission of Power. is 
THE ONLY 


Complete and Perfect 
ONE IN THE WORLD 


BELT PULLEYS, 
Belt Flywheels, Step-Cone Pulleys. 

ROPE PULLEYS, 
Rope Flywheels, Haulage Rope Pulleys. 

GEAR WHEELS, 

Gear Flywheels, Mortice Wheels. 
SHAFTING, 
Loose Collars, Fast Collars, Couplings. 
PEDESTALS, 

Horizontal, Angle, Vertical, Hanging. 
FIXINGS, 
walt-Bosen, Hangers, Brackets, Stools. 


TAYLOR, TUNNICLIFF & CO. 
EASTWOOD, HANLEY, 


| Mlanufacturers of | | 
PORCELAIN PARTS F'OR 


LAMP HOLDERS, CEILING ROSES, 


SCREWED SWITCH BASES AND. COVERS, 


cuT-ouTs, 
SAFHTY. JUNCTIONS... 
And Specialities for Electric Lighting. 3335 


IMMISCH 
ELECTRIC MOTORS & DYNAMOS 


FOR TRAMCARS 
PUMPING AND: HAULING MACHINERY, 


. ELECTRIC LAUNCHES, &., &c. 
For Full Particulars, Prices and Estimates apply to— 


M. IMMISCH & CO, 
MALDON WORKS PRINCE OF WALES ROAD, LONDON, N.W. 


HIGHEST CLASS. 


REDUCED PRICES ; FREE DELIVERY 
throughout the Ÿ _ 


HARPERS umo, ABERDEEN, 


Our new List of CASTINGS of above, ® cwt, 
will interest En zineers with W orkshops. 


Iron and Wire Drawers and Galvanizers. 
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THE FOWLER-WARING CABLES Co, 


85, QUEEN STREET, CHEAPSIDE, LONDON, E.C., 


Sole Manufacturers of 


LEAD-COYERED CABLES, 


UNDER THE COMPANY'S PATENTS, 
FOR TELEPHONE, TELEGRAPH, ELECTRIC LIGHT, 


TRANSMISSION OF POWER, 
And Underground Installations of every Kind 


SPECIAL ANTI- cape TELEPHONE CABLES. 


UNAFFECTED BY HEAT, 
MECHANICAL STRENGTH, 
HIGH INSULATION, 
LOW CAPACITY. 


STEAM SHIPS, DOCKS, 
CHEMICAL WORKS, 
FACTORIES, I 8, 
DAMP PLACES, &¢, 


MEDAL, PARIS EXHIBITION. 


“Dp 


REFERENCES AND PARTICULARS ON APPLICATION. 


CHARLESWORTH, 


Electrical 
RICHMOND HILL IRON WORKS, 


DYNAMO 


Silver Medal, Barcelona, 1858. | 


MAKERS OF 


DYNAMOS AND MOTORS 


For Arc and Incandescent Lighting. 


QUICK-SPEED ENGINES 


SEARCH LIGHT PROJECTORS, Xe. 


The following Sizes of Dynamos are now kept in 
stock, or in progress, Je sed 
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LAMPS, AMPS. | VOLTS. | SPEED. | PRICES. 


| 10 | 90 | 265 à 
4] Ht 
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180 =. 90 100 1020 | £95 & | 
240. 190 100 960 | £110 WW | 
420 | 210 100 825 | £165 | 


PROJECTORS IN STOCK. sux 
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Ga. STATTER oo 


ALLIANCE ENGINEERING WORKS, WEST DRAYTON,.NE ONDON. 


Office: PRINCE'S MANSIONS, 68, VICTORIA MINS 


London 
LL for all All 
ALLIANCE DYNAMOS AND MOTORS (or all purposes. sizes ready for immediate delivery. Mle y cial machinery the beet manner poet and 


THE STATTER PATENT CONSTANT CURRENT DYNAMO has a higher commercial efficiency than any other, either English or American, 


SPECIAL AUTOMATIC BINGINSES and for LIGEHTING 
Everything Electrical, Write for Lists.  Mote to Contractors.—Messrs. Statter do not tender for wiring Telegrams: “Statter, West Drayton.” 1931 


EONALD A. 


BLECTRICAL ENGINEERING WORES, ACTON HILL, LONDON, w. 
CONTRACTOR TO THE LORDS OF THE ADMIRALTY, INDIAN GOVERNMENT ée., dc. 


MANUFACTURER OF ELECTRICAL FITTINGS OF EVERY DESCRIPTION, 


Includi Scott’s Paient Main Switchboards, Lamphold Search Light pig ectors, Mirro kept stock. 
Complete Plant for Ship Lighting. Estim 1808 


PD» sack HARDENED INDIA-RUBBER VARNISH should be used in all cases where | PERFROT INSULATION ON DYNAMOS, &c., is desired, 


THE BABCOCK & WILCOX CO. 


PA TEINT 


WATER-TUBE STEAM BOILER. 


Specially adapted and generally used for 


ELECTRIC LIGHTING PURPOSES, 


Because of their Great Economy in Fuel, Safety from Explo- 
| sion, but their Entire Reliability. 


The Edison 
parts of the world, À ation be seen at work at the Grosvenor 
Lond inate *Tliaminasione di Roma, have had 
use, for a considerable pen Come 1400 H.P. They may be seen, —_ at work 
at the installation of the per l'Illuminasione Élet ca, Palerm ly, do 
See as Association, Vienna, is having erected an 
these boilers in connection with the lightingof the Grand ¢ 


A VALUABLE BOOX ON STEAM FREE ON APPLICATION. 


European Works: KILBOWIE, near GLASGOW. 


Head Office for Europe: 107, HOPE ST., GLASGOW. 
+ London Office: 114, NEWGATE STREET, E.C. 


Manchester Office: 28, DEANSGATE. Paris office: 20, BOULEVARD VOLTAIRE.. Brussels: 14, PLACE DE BROUCKERE, BRUSSELS, 


Lt: For Australia ont New Zealand, address CHARLES G. EWING, care of the SINGER MANUFACTURING COMPARY, 
Corner of William and Latrobe Streets, Melbourne, Victoria. 2952 


MARSHALL. SONS & Co. Lro. 


Highest Award MELBOURNE INTERNATIONAL x as 1889.—First Prize and Special Mention for Bxpelionss for Engines; 
First Prize and Special Mention for Excellence for Thrashing Machinery. 


BRITANNIA IRON WORKS, GAINSBOROUGH. 


London Offices, Show Rooms & Stores:—MARSHALL’S BUILDINGS, 79, FARRINGDON Rd., E.C. 
Telephone No. 6 648, MORE THAN 


17,500 


ENGINES SOLD 


500,000 HP. in we 
ques 


Portable and Semi- -Portable E ‘ 
ngines, with U nderneath Engines, Simple and Compound, for Extreme 
Automatic Expansion Gear. in Fuel, 


M. 8. & 00. KEEP A LARGE STOCK OF ENGINES &o. OF ALL SIZES AT THEIR LONDON DEPOT FOR IMMEDIATE DELIVER ON SALE OR HIRE, 
INSPECTION INVITED. 


i \ à | Vertical Engines 
==) will for Ship Light- | 
ing and Small 
with re i 
Ins ide for Cornish or Loco- Installations. Fixed Engines, single to 85 Pa 


for Works: ] 
11 Pw 


New Catalogues, with Current Prices, free on apvlication. [7 London.” 
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SECTION OF SHEETING. 


Made from 4-Ply for Cylinder and Faced Joints to any thickness for uneven surfaces, 


The above, which can only be obtained from this house, is : | | The Centre from which the requisite elasticity is 
recognised as the Most Efficient and Economical Jointing will adapt itself to uneven surfaces to which it may be » ASI 
Material in use. It is composed of a specially-prepared plied, and allow the expansion and contraction to bef 
India-rubber Compound, protected by a covering of Yul- taken up. The covering being of Asbestos Cloth, impary AS] 
canised Asbestos Sheeting, as shown above, and asit a protection to the centre and so prolongs its dy 
is the only Jointing Material which adequately ticity. For Manhole, Mudhole, Steam Pill AS! 
combines PERMANENT ELASTICITY WITH and Mash Tun Door Joints it is unequaled 
HEAT RESISTANCE, the advantages it and if applied as directed a ring can) 
- possesses will at once be seen. used many times over. 
— | in 4 
tho 
# | of it 
ELLS Co. LTDA = 
firm 
| © 5 
DEPOTS: | reg | DEPOTS: 
MANCHESTER: Cable Street, Om BELL'S ASBESTOS. BIRMINGHAM : 7, John Bright 
Blackfriars, 5 Iv 
LIVERPOOL : 2, Strand St., James St, GLASGOW: 35, Robertson Strett 
HULL : Humber Dock Basin, CARDIFF : West Bute Stree. = 
BELFAST, DUBLIN, ANTWERP, BERLIN, _ BARCELONA, TRIESTE, LISBON & GENOA.. 
BELL’S ASBESTOS BELL’S ASBESTOS. 
BOILER PRESERVATIVE | YARN & SOAPSTONE PACKING | NON-CONDUCTING COMPOSITION, ER 
Will effectually keep Boilers clean and re- Is the BEST LOCOMOTIVE PACKING made. Fées Re | 


move any Incrustation, without injury 
to the Boiler Plates or Fittings. 


Willreduce 


loss by radi- 
7 — 
| saves 40 per 
cent. of fuel. 


BELL’S 


COMPOUND HYDRAULIC PACKING | — - 
18 SPECIALLY SUITED FOR 
HYDBAULIC MACHINERY, ACCUMULATORS, AND AMMONIA | Sent 
AND ALL PUMPS "70 
therefore 

| others sent ME 
À All bags are marked as above. 


| 


Any customer receiving 
Oil solu as Bell’s Asbestos 4 
Lubricant, & Cask, Drum, | | 
or Corks not marked as 


DA shown, Is earnestly re- 
quested to forward us 


All Drums are marked as above. 


| | 
| | 
| 
| | 
À 
| 
RIN G S. | 
CA PATENT. 
| = 1885 
en) A 
| ar 
| | m 
BELL’S ASBESTOS LUBRICANT = 
tu 
Hp | | + GY 4, 


ASBESTOL 


REGISTERED. | 

à M] ASBESTOLINE is the most efficient Lubricant for all bearings. Lo , 


ASBESTOLINE is the cheapest Lubricant. 
= ASBESTOLINE saves, from 50 to 90 per cent. of the Cost of_Oil. 
SEE ASBESTOLINE is the Cleanest Lubricant. __ 4 
=i ASBESTOLINE is favoured by Insurance Companies. 
ASBESTOLINE is the most Inodorous Lubricant. | 
D: LA ASBESTOLINE is the safest Lubricant, its flashing point being 700 F. 
ASBESTOLINE has beaten all other. Lubricants in making trials. _ 


de: à a ASBESTOLINE is applicable in and out doors in every climate. _ 
» gh abetted as above, ASBESTOLINE requires no special application. 
CONSISTENCY OF ASBESTOLINE. 

ASBESTOLINE, to meet all circumstances, is made in four | ASBESTOLINE €, is for use in tropical climates, both ashore 
degrees of consistency, A, B, C, and CC. and afloat. It is also invaluable in works in this country 

ASBESTOLINE A. is specially adapted to ordinary Land when the temperature is high. 
Engines and Machinery, in and out-door, in this country. | ASBESTOLINE CC, is designed for use on calenders, paper 

ASBESTOLINE B, a little more solid, is for use on Steamships machines, &c., where the bearings are heated by steam 
in temperate climates, also on land when it is desirable to | passing through, and sometimes is advantageously used 
have Lubricant stiffer than A. ins of C. 


The reputation of Asbestoline as a lubricant of the highest efficiency in every kind of machinery is established, and it has never been equalled by any other lubricant 
in the numerous cases of special difficulty in which the best oils are ineffectual. This reputati-n is growing daily, because it is based on the experience of 
thousands of users under the sever-st circumstances any lubricant has ever been subjecte1 to, and nt on mere laboratory tests and professional analysis 
of insignificunt quantities. It is used with marked success in Steel and Iron Works, Collieri+s, “otton and Wool Mills, and other Textile Manufactories. In Corn Mulleit - 
bas proved invaluable on the roller and other modern machines. In Saw Mills,on Machines going up to 5,900 revoluti-ns per minute, ite work has never been app: oached 
by any other Inbricant. On Electric Lighting Machinery, and in Steam-hips of all sizes throughout the world; the success of Asbestalin: is unequalled. Muny engines and 
machines of all descriptions give trouble and show bad results, both in working and wear, when the system of lubrication has not receiyed due consideration, Engineering 
firms of the highest standing have given to it their powerful testimony and support. : 


SUPPLIED IN KEGS, 28 lbs., 56 lbs. or 112 Ibs. 


SPECIAL TERMS FOR LARGE QUANTITIES. » 


rect, MN! IMPORTANT TO EXPORT MERCHANTS.—One Pound of “ Asbestoline ” equals 2 gallons of Oil weighing 18 Ibs. 
Street consequently the saving in freight is very considerable. Liberal Terms are conceded to Export Merchants, 
Street —- 


ASBESTOS 


2 
& 


| A | DAGGER 4 PACKING. , | 


SQUARF. 


ROUND. 
Every 10 feet has label as above, and bears our Trade Mark. 


Under this registered title are included the inventions of Mr. Field, and experience has pravedtthem to be 
THE MOST EFFICIENT, DURABLE, AND ECONOMICAL PACKINGS ever made. They constitute snch a 


“2 _ combination of Ashestos and India-rnbber as secures the maximum of elasticity and heat resistance, and they 
are therefore UNEQUALLED FOR EVERY KIND OF ENGINE. These Packings are being universally used by 

vs most of the leading Steamship Companies throughout the world for ordinary Compound, Triple, and Quadruple 
1: Expansion Engines of the latest type. These Packings are composed of Rolled Asbestos Cloth, but the India- 


tubber is placed in two forms to suit various cases. 


= In ordering, state whether square or round required. 4 


ASBESTOS COMPANY, LIMIT 


ED, 
SOUTHWARK, LONDON, 
DEPOTS:—MANCHESTER : Cable Street, Blackfriars, LIVERPOOL : 2, Strand St., James St. CARDIFF : West Bute Street 


_ BIRMINGHAM: 7, John Bright Street. HULL: Humber Dock Basin. GLASGOW: 35, Robertson Street. 
DUBLIN, BELFAST, ANTWERP, BERLIN, BARCELONA, TRIESTE, LISBON, and GENOA. 2922 
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Manufacturers, 
CHARLES ST, HATTON GARDEN, 


LONDON, E.c. 


TWO 


AWARD 
For Excellency of Manufactures, 


PARIS INTERNATIONAL EXHIBITION, 1889. 


ALL THESE COODS ARE SHOWN FULLSIZE AND KEPT IN STOCK 


” 
pale 


SOLE AGENTS FOR & O. MOUCHEL’S HIGH CONDUCTIVITY COPPER WIRE. 


| STRAIGHT DRAWN, BRASS, IRON AND STEEL, ROUND HEXAGON AND FU 


ALL SIZES KEPT IN STOCK. 


_ ESTIMATES FOR SCREWS AND TURNED PARTS ON RECEIPT OF PATTER | 


Considerable Reduction for Large Quantities. 
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MA L AND A1 CTRIC: AL RE VIEW, 


PATERSON COOPER, 


Glectric Light Gugiterrs, 
Baropean Works: Pownall Road, DALSTON, LONDON 


(NEAR HAGGERSTON STATION). 


DYNAMOS, | 


NT, SERIES, OR COMPOUND, 
Lighting, or Electro-Chemical Work. 


PHIENIX AND PILSEN ARC LAMPS. 


SEARCH LIGHTS OR PROJECTORS, 


PLANT FOR T FOR SHIP LIGHTING. 


Perry Ammeters and Voltmeters. Electro- “Se = | 

magnet Ammeters and Voltmeters. Car- 
dew’s Voltmeter. 


Telegraph Address : 
PATELLA, LONDON,” 


= 


Lighting, Mines, Factories, Mansions, Corn Mills, and all other purposes. 


| PHOENIX CARBONS. ACCUMULATORS. 
‘ TELEGRAPH INSTRUMENTS, ELEOTRIO SIGNALS, &. … 


SOLE AGENTS FOR THE HERMITE ELECTRO-BLEACHING 
Estimates and Specifications for Electric Light Installations free of cost, © 


Special attention paid to Foreign and Colonial Orders. as 


Telephone No. 5422. ESTABLISHED 1870. Telegrams : “Flexible, London.” 


SILVER MEDAL INTERNATIONAL ELECTRIC EXHIBITION, we 


“PHILLIPS BROTHERS,” 
OFFICES AND WORKS: THE HACKNEY WICK, LONDON, 


ACTURERS OF CABLES, WIRES, &c., TO ANY 
eae ‘MULTIPLE CABLES, AERIAL AND SUBTERRANEAN. 


FANCY BRAIDED WIRES OF EVERY DESCRIPTION. a | 
cade AND SILK COVERED WIRES FOR MAGNETS, an 


‘THE SCHOOL OF SUBMARINE 
ELECTRICAL ENGINEERING 


ESTABLISHED IN 1868. 


12 PRINCES STREET, HANOVER SOUARE, LONDON. W.. 
Manager:-Wm. LANT CARPENTER, BA, Bo. F.C.S. - 
Secretary:—-LEON DRUGMAN, ASTE. 

Senior Instructor:—CHAS. CAPITO, MLME. MS.TE. and 


HIS Establishment is now the lar 
gest and the most fully ing School of ite kind. It 
ay reli re and Electric Motors, a 6-horse Boiler and Steam Engine, 


 FITTINGS.—Sockets, Switches, Safety Junctions Shades, Reflectors, Brackets, 


+ tags, Prosar & Conde. Bollers, Turbines, Water-Wheels, Shafting, Pulleys, Belting, de. Pn 


EXPERIENCED MEN SENT TO ALL PARTS OF ENGLAND AND THE CO NTINENT à 


Perdu, India-Rubber, and Compound Wires of every description for Telephone and ferric Bell Work, 
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14 Engine, 42 E.P.S. Accumulator Cells, 
Room. Both Theoretical and Practical 
as have passed through the School. At 
igh stanc 
“ 
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COMPANY, 


Offices and Warehouses: 106 & 100, CANNON STREET, LONDON, E. a. 
Works: Silvertown, Essex; Persan-Beaumont, France. 


‘TELEGRAPH ENGINEERS AND MANUFACTURERS 


OCABLES.—Submarine, Subterranean, and Aerial. 
WiIRE.— (ndia-Rubber and Gutta-Percha covered in all gauges. 


Resistance Coils, Sir . Thomson’s, and other Galvanometers, Condensers, Testing Instruments, &c. 


BATTERIES. LE MANUFACTURERS FOR T AIN, LO 


| IMSULATORS —Ebonite Poroelein, bo. 
MANUFACTURERS or THE MOST ÎMPROVED APPARATUS FOR RAILWAY BLOCK SIGNALLING. . 


‘SEMAPHORE REPEATERS, LIGHT” INDIGATORS, AND WALKER'S “ PASSENGER AND GUARD ” COMMUNIOATOR. 


TELEGRAPH STORES AND APPARATUS OF BEVERY DESORIPTION. 


TORPEDO APPAR 


INDIA -R y GUTTA -PEROHA, AND TELEGRAPH WORKS COMPANY ( Limstea) are 


of a Complate System of Torpedoss for Harbour and Coast 


SILVERTOWX PATENT FIRING BATTERY. 
14 Oénstant Battery for Mining and Blasting Purposes. 
CONTRACTS ENTERED tr he CONSTRUCTION, and MAINTENANCE of TELEGRAPH LINES. 


MANUFACTURERS or 


| VULGANISED INDIA RUBBER. 


VALVES SHEET, BUFFERS, SPRINGS, WASHERS, WHEEL TYRES, CORD TUBING, AND DOOR AND CARRIAGE MATS, 
_ INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


INDIA RUBBER and CANVAS STEAM PAOKING— ROUND, SQUARE, ond SHEET. Um 


4 
4 


INDIA RUBBER MACHINE DRIVING BANDS. | 


“WATERPROOF GARMENTS AND FABRICS: 


Coats, Hats, Helmets, Knee W Di for Water and |] 


EBONITE. 
: Not affected by Vinegar or Hydrochloric or Acetic Acid. Ds “vite 
GUTTA-PERCHA. | 


Tubing, Belting, Bucketa, Bosses for Flax Spinning, £0. 
Works : SILVERTOWN, ESSEX, LONDON, E.; PERSAN-BEAUMONT, FRANCE, 
| | London Office—106, CANNON STREET, E.C. | Din 
Warehouse—100, CANNON STREET, E. OC. 
BRANCH WAREHOUSES: 


Boornz 70 t Road. BrrsTou . 2, Clare Street. 

LivERPOOL 52, Castle Street: Nzwrort, Mon dé 82, Dock Street. 

GLAsaow 20, Dixon Street. Cazpirr Pierhead Chambers, Bute Docks. 

Brapronp YORKSHIES . 85, Kirkgate. NEWCASTLE-ON-TYNE 6, Neville Street. 

ORTSMOUTH eee see eee treet. à IRMINGHAM .., bden Buildings, Corporation Street. 

oes ose 88, High Street. MANCHESTER ... Fountain Street. 

Dvusiin “eee eve eee eee 15, St. Andrew Street. Lexps eee ece 9, Street. 


Printed by E. KNIGHT, 18 and 19, Middle Street, E.C., and Published by the Proprietors, H. ALABASTER, GATEHOUSE & Co., at 22, Paternoster Row, London. 
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